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TITLE  5— ADMINISTRATIVE 
PERSONNEL 

Chapter  I — Civil  Sen^ice  Commission 

Part  6 — ^Exceptions  Prom  the 
Competitive  Service 

DEPARTMENT  OF  DEFENSE 

Effective  upon  publication  in  the  Fed¬ 
eral  Register,  paragraphs  (a)  (2)  and 
(d)  (1)  of  §  6.104  are  revoked,  and  para¬ 
graphs  (a)  (7)  and  (d)  (1)  are  added  to 
§  6.304  as  follows: 

§  6.304  Department  of  Defense — (a) 
oiice  of  the  Secretary.  *  •  • 

(7)  Three  Chauffems  for  the  Secre¬ 
tary  of  Defense. 

*  *  •  *  • 

(d)  Court  of  Military  Appeals.  (1) 
One  Private  Secretary  and  two  Techni¬ 
cal  Assistants  to  each  Judge  of  the 
Court. 

(R.  S.  1763,  sec.  2,  22  Stat.  403;  5  U.  S.  C.  631, 
633;  E.  O.  10440,  3  CPR,  1953  Supp.,  18  F.  R. 
1823) 

United  States  Civil  Serv¬ 
ice  Commission, 

[seal]  Wm.  C.  Hull, 

Executive  Assistant. 

[P.  R.  Doc.  64-3816;  Piled,  May  18,  1954; 
8:64  a.  m.l 


Part  6 — Exceptions  Prom  the 
Competitive  Service 

department  of  labor 

Effective  upon  publication  in  the  Fed¬ 
eral  Register,  paragraph  (8)  is  added  to 
§  6.313  (a)  as  set  out  below. 

§  6.313  Department  of  Labor — (a) 
Office  of  the  Secretary.  •  *  • 

(8)  One  private  secretary  to  the  Con¬ 
fidential  Assistant  to  the  Secretary. 

(R.  S.  1753,  sec.  2,  22  ^at.‘  403;  6  U.  S.  C. 
631,  633;  E.  O.  10440,  3. CPR  1953  Supp.,  18 
P.  R.  1823) 

United  States  Civil  Serv¬ 
ice  Commission, 

[SEAL]  Wm.  C.  Hull, 

Executive  Assistant. 

[P.  R.  Doc.  54^3817;  Piled,  May  18,  1954; 
8:54  a.  m.] 


TIRE  6-— AGRICULTURAL  CREDIT 

Chapter  V — Agricultural  Marketing 

Service,  Department  of  Agriculture 

Subchapter  B — Export  and  Domestic  Consumption 
Programs 
[Arndt.  2] 

Part  518 — Fruits  and  Berries,  Dried  and 
Processed 

Subpart  B — Raisin  Export  Payment 
Program  UMX  95a 

miscellaneous  amendments 

The  Raisin  Export  Payment  Program 
UMX  95a  (18  F.  R.  5117,  5676)  is  hereby 
amended  as  provided  below: 

a.  Section  518.421  General  statement 
is  hereby  amended  by  deleting  para¬ 
graph  (b)  and  inserting  in  lieu  thereof 
the  following: 

(b)  Information  pertaining  to  this 
subpart  and  forms  prescribed  for  use 
under  this  subpart  may  be  obtained  from 
either  one  of  the  following: 

Werner  Allmendinger,  Fruit  and  Vegetable 
Division,  Agricultural  Marketing  Service, 
United  States  Department  of  Agriculture, 
1000  Geary  Street.  San  Francisco  9, 
California; 

E.  M.  Graham,  Fruit  and  Vegetable  Divi¬ 
sion,  Agricultural  Marketing  Service,  United 
States  Department  of  Agriculture,  Four¬ 
teenth  Street  and  Independence  Avenue 
SW.,  Washington  25,  D.  C. 

b.  Section  518.424  Eligibility  for  pay~ 
ment  is  hereby  amended  by: 

1.  Deleting  paragraph  (a)  (2)  and  in¬ 
serting  in  lieu  thereof  the  following: 

(2)  Exporters  whose  billing  offices  are 
located  in  California.  Nevada,  Utah.  Ari¬ 
zona.  Oregon  or  Washington  shall  file 
their  applications  with  Werner  Allmen¬ 
dinger,  Fruit  and  Vegetable  Division, 
Agricultural  Marketing  Service,  United 
States  Department  of  Agriculture,  1000 
Geary  Street,  San  Francisco  9,  Califor¬ 
nia.  ,  Exporters  whose  billing  offices  are 
located  in  any  other  state  shall  file  their 
applications  with  E.  M.  Graham,  Fruit 
and  Vegetable  Division,  Agricultural 
Marketing  Service,  United  States  De¬ 
partment  of  Agriculture.  Washington  25, 
D.  C.  The  filing  of  ain>lications  should 
(Continued  on  p.  2893) 
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not  be  confused  with  the  filing  of  claims 
(§  518.425). 

2.  Deleting  paragraph  (b) ;  and 

3.  Changing  the  designations  of  para¬ 
graphs  (c),  (d),  (e),  (f),  (g)  and  (h) 
to  (b),  (c),  (d),  (e),  (f)  and  (g),  re¬ 
spectively,  and  changing  the  newly  des¬ 
ignated  paragraph  (c)  to  read: 

(c)  Inspection.  The  exporter  shall 
furnish  a  certificate  of  inspection  for 
each  lot  of  raisins  exported  pursuant  to 
this  subpart.  Such  certificate  shall  be 
issued  by  the  Processed  Products  Stand¬ 
ardization  and  Inspection  Branch,  Fruit 
and  Vegetable  Division,  Agricultural 
Marketing  Service,  United  States  De¬ 
partment  of  Agriculture.  The  period 
from  date  of  inspection  to  date  of  ex¬ 
portation,  both  dates  inclusive,  shall  not 
exceed  21  calendar  days:  Provided,  That, 
upon  written  request  of  the  exporter 
stating  substantial  reasons  therefor,  the 
Administrator  may,  if  he  deems  it  desir¬ 
able,  grant  an  extension  of  time  of  such 
period.  The  cost  of  inspection  and  is¬ 
suance  of  the  certificates  shall  be  borne 
by  the  exporter. 

c.  Section  518.425  Claims  for  payment 
supported  hy  evidence  of  compliance  is 
hereby  amended  by: 

1.  Deleting  paragraph  (a)  and  insert¬ 
ing  in  lieu  thereof  the  following: 

(a)  If  the  exporter’s  billing  office  is 
located  in  California,  Nevada,  Utah,  Ari¬ 
zona,  Idaho,  Oregon  or  Washington,  he 
shall  file  claim  for  pasnnent  under  this 
subpart  with  the  Director,  CSS  Com¬ 
modity  Office,  Commodity  Stabilization 
Service,  United  States  Department  of 
Agriculture,  515  Southwest  Tenth  Ave¬ 
nue,  Portland  5,  Oregon.  If  the  expor¬ 
ter’s  billing  office  is  located  in  any  other 
State,  he  shall  file  claim  for  payment 
under  this  subpart  with  the  Director, 
CSS  Commodity  Office,  Commodity  Sta¬ 
bilization  Service,  United  States  Depart- 
ment  of  Agriculture,  1010  Broadway, 
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Cincinnati  2,  Ohio.  Such  claim  shall  be 
filed  so  that  it  will  be  received  by  the 
CSS  Commodity  C^ce  concerned  not 
later  than  the  final  date  specified  in 
§  518.424  (g)  (4).  Each  claim  for  pay¬ 
ment  shall  be  filed  in  an  original  and 
two  copies  on  voucher  form  FDA-564, 
“Public  Voucher-Diversion  Programs,” 
shall  show  the  number  assigned  by  the 
United  States  Department  of  Agricul¬ 
ture  to  the  related  approved  application, 
and  shall  be  supported  by: 

2.  Deleting  paragraph  (a)  (2)  and  in¬ 
serting  in  lieu  thereof  the  following: 

(2)  One  certified  copy  of  the  sales  in¬ 
voice  to  the  buyer  showing  the  price, 
f.  a.  s.  U.  S.  port,  to  be  paid  by  the 
buyer.  If  the  price  basis  of  the  sale  is 
other  than  f.  a.  s.  U.  S.  port,  the  equiva¬ 
lent  f.  a.  s.  U.  S.  port  price  shall  be 
computed  by  the  exporter  on  the  invoice, 
showing  each  cost  item  (such  as  ocean 
freight  and  marine  insurance).  In  the 
case  of  an  invoice  to  a  party  named  by 
the  buyer  as  the  party  to  be  billed,  the 
exporter  shall  furnish  a  certified  copy  of 
the  directions  by  the  buyer  to  bill  such 
party; 

and 

3.  Changing  paragraph  (a)  (4)  to 
read: 

(4)  The  original  or  a  signed  copy  of 
the  inspection  certificate  require  in 
§  518.424  (c) ; 

d.  Section  518.430  Joint  payment  or 
assignment  is  hereby  amended  by  delet¬ 
ing  the  entire  section  and  inserting  in 
lieu  thereof  the  following: 

§  518.430  Joint  payee  or  assignment. 
The  exporter  may  name  a  joint  payee  on 
claim  for  payment  or  may  assign  the 
proceeds  of  any  claim  for  pasmient  as 
provided  in  this  subpart.  The  exporter 
may  assign,  in  accordance  with  the  pro¬ 
visions  of  the  Assignment  of  Claims  Act 
of  1940,  as  amended  (31  U.  S.  C.  203,  41 
U.  S.  C.  15) ,  the  proceeds  of  any  claim  to 
a  bank,  trust  company.  Federal  lending 
agency,  or  other  recognized  financing 
institution:  Provided,  That  such  assign¬ 
ment  shall  be  recognized  only  if  and 
when  the  assignee  thereof  files  written 
notice  of  the  assignment  with  the  appro¬ 
priate  person  specified  in  §  518.424  (a) 
(2),  together  with  a  signed  copy  of  the 
instrument  of  assignment,  in  accordance 
with  the  instructions  on  Form  CSS-66, 
“Notice  of  Assignment,”  which  form 
must  be  used  in  giving  notice  of  assign¬ 
ment  to  the  Administrator.  The  “In¬ 
strument  of  Assignment”  may  be  exe¬ 
cuted  on  Form  CSS-347  or  the  assignee 
may  use  his  own  form  of  assignment. 
The  CSS  forms  may  be  obtained  from 
the  Administrator  or  the  CSS  Commod¬ 
ity  Offices  referred  to  in  §  518A25. 

e.  Section  518.432  Definitions  is  here¬ 
by  amended  by: 

1.  Changing  paragraph  (a)  to  read: 

(a)  “Raisins”  means  raisins:  (1) 
Produced  from  raisin  variety  grapes 
grown  in  the  continental  United  States; 
(2)  processed  and  packed  and  the  proc¬ 
essing  and  packing  performed  in  the 
continental  United  States;  and  (3)  which 
meet  the  requirements  of  §  518.424  (b). 
“Raisin  variety  grapes”  means  grapes  of 
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the  Thompson  Seedless  (or  S\iltanina), 
Muscat  of  Alexandria  (or  Muscat) ,  Mus¬ 
catel  Gordo  Blanco  (or  Muscat),  Black 
Corinth  (or  Zante  Currant),  White 
Corinth  (or  Zante  Currant),  and  Seed¬ 
less  Sultana  (or  Sultana)  varieties. 

2.  Changing  paragraph  (c)  to  read: 

(c)  “Administrator”  means  the  Ad¬ 
ministrator,  Agricultural  Marketing 
Service,  United  States  Department  of 
Agriculture,  or  any  person  to  whom  the 
Administrator  has  delegated  authority 
to  perform,  as  Representative  of  the 
Secretary  of  Agriculture,  functions 
vested  in  the  Administrator  in  this  sub¬ 
part. 

3.  Deleting  paragraph  (h)  and  insert¬ 
ing  in  lieu  thereof  the  following: 

(h)  “Sales  contract”  means  a  con¬ 
tract  imder  which  the  seller  is  clearly 
obligated  to  sell  and  the  buyer  is  clearly 
obligated  to  buy  a  definite  quantity  of 
raisins  at  a  definite  price  but  may,  how¬ 
ever,  be  conditioned  upon  contingencies 
or  events  over  which  the  exporter  has 
no  control,  such  as  the  allocation  of 
the  necessary  dollars  by  the  eligible  for¬ 
eign  country,  the  releasing  by  the  Raisin 
Administrative  Committee  of  surplus 
pool  raisins  for  export,  or  the  making 
of  an  export  payment  by  the  Adminis¬ 
trator  in  connection  with  the  particular 
sales  contract  pursuant  to  this  subpart. 
A  sales  contract  shall  consist  of  a  written 
instrument  signed  by  the  buyer  and  the 
seller  or  shall  consist  of  a  written  offer 
and  acceptance  evidenced  by  an  ex¬ 
change  of  telegrams,  cablegrams,  or  let¬ 
ters.  The  term  includes  a  contract 
between  an  exporter  and  his  foreign 
branch  or  any  affiliate  or  associate  lo¬ 
cated  in  an  eligible  country. 

The  amended  definition  of  “sales  con¬ 
tract”  broadens  the  kinds  of  conditional 
provisions  which  exporters  may  include 
in  sales  contracts,  specifically  adding  the 
release  by  the  Raisin  Administrative 
Committee  of  surplus  pool  raisins  for 
export  as  a  permissive  condition;  accord¬ 
ingly,  sales  contracts  made  on  or  after 
April  20,  1954,  the  date  on  which  it 
became  necessary  to  obtain  such  release, 
will  be  considered  under  the  amended 
definition. 

4.  Changing  paragraph  (m)  to  read; 

(m)  “12  o’clock  midnight,”  as  used  in 
§  518.424  (g),  means  12  o’clock  midnight, 
standard  time,  at  the  applicable  place  at 
which  the  particular  action  should  occur. 

and 

5.  Adding  a  new  paragraph  (n)  as 
follows: 

(n)  “Sales  invoice  to  buyer”  means  an 
invoice  to  the  buyer  named  in  the  sales 
contract  or  an  invoice  to  another  party 
named  by  such  buyer  as  the  party  to  be 
billed  for  raisins  covered  by  the  sales 
contract. 

(Sec.  32.  49  Stat.  774,  as  amended;  7  U.  S.  C. 
612c) 

Dated  this  13th  day  of  May  1954. 

[seal]  Floyd  F.  Hedlund, 

Representative  of  the 
Secretary  of  Agriculture. 

[F.  R.  Doc.  54-3768;  Piled,  May  18,  1954; 

8:47  a.  m.] 
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RULES  AND  REGULATIONS 


TITLE  7— AGRICULTURE 

Chapter  XI — Agricultural  Conserva¬ 
tion  Program  Service,  Department 
of  Agriculture 

IACP-1954,  Supp.  8] 

Part  1101 — National  Agricultural 

CONSERVATION 

Subpart — 1954 

EMERGENCY  WIND  EROSION  CONTROL 

MEASURES 

• 

Pursuant  to  the  authority  vested  in 
the  Secretary  of  Agriculture  under  sec¬ 
tions  7-17  of  the  Soil  Conservation  and 
Domestic  Allotment  Act.  as  amended. 
Public  Law  875,  81st  Congress,  and  the 
Third  Supplemental  Appropriation  Act, 
1954,  the  1954  National  Agricultural 
Conservation  Program,  issued  August  3. 
1953  (18  F.  R.  4643) ,  as  amended  August 
3.  1953  (18  P.  R.  4761),  November  4, 
1953  (18  P.  R.  7024) ,  January  6,  1954  (19 
P.  R.  160),  February  15,  1954  (19  P.  R. 
972),  March  3,  1954  (19  F.  R.  1267), 
March  22.  1954  (19  F.  R.  1639),  and 
March  26. 1954  (19  F.  R.  1791),  is  further 
amended  as  follows: 

A  new  §  1101.573  is  added  as  follows: 

§  1101.573  Practice  F-4:  Emergency 
wind  erosion  control  measures,  (a)  Ap¬ 
plicable  only  in  counties  designated  by 
the  Governors  of  the  respective  States, 
with  the  approval  of  the  Secretary,  as 
subject  to  damage  by  excessive  wind  ero¬ 
sion  during  1954.  Emergency  conserva¬ 
tion  practices  may  be  approved  by  the 
Administrator,  ACPS,  upon  recommend¬ 
ation  by  the  State  and  county  commit¬ 
tees  and  designated  representatives  of 
the  Soil  Conservation  Service  and  Forest 
Service  at  both  the  State  and  county 
levels.  Eligible  measures  shall  be  speci¬ 
fied  in  the  wording  of  the  practice  as 
approved  for  use  in  the  county. 

(b)  The  cost-share  computed  for  any 
person  for  this  practice  shall  not  be  in¬ 
creased  in  accordance  with  §  1101.576 
and  shall  not  be  included  with  the  cost- 
shares  computed  for  such  person  for 
other  practices  in  applying  the  maxi¬ 
mum  Federal  cost-share  limitation  in 
§  1101.577.  The  total  of  all  Federal 
cost-shares  for  this  practice  to  any 
person  with  respect  to  farms  in  any 
one  county  shall  not  exceed  the  sum 
of  $1,500,  except  that,  with  the  written 
prior  approval  of  the  State  committee, 
a  higher  maximum  may  be  approved  in 
individual  cases  upon  justification  by 
the  farmer  on  the  basis  of  exceptional 
need  and  his  inability  to  otherwise  carry 
out  the  work. 

(c)  Costs  for  this  practice  will  be 
shared  only  if  the  practice  is  started  af¬ 
ter  March  30,  1954,  and  only  if  cost¬ 
sharing  is  requested  by  the  farm  or 
ranch  operator  before  June  1,  1954,  or 
before  the  date  on  which  performance 
of  the  practice  is  started,  whichever  is 
the  later.  With  the  approval  of  the 
county  committee,  costs  of  performing 
this  practice  may  be  shared  with  farm¬ 
ers  who  carry  out  eligible  measures  on 
their  lands  or,  with  the  permission  of  the 
owners  or  operators  of  adjacent  or  near¬ 
by  lands,  on  such  adjacent  or  nearby 
lands. 


(d)  Upon  recommendation  of  the 
State  and  county  committees  and  desig¬ 
nated  representatives  of  the  Soil  Con¬ 
servation  Service  and  Forest  Service  at 
both  the  county  and  State  levels,  the 
Administrator,  ACPS,  may  approve  a 
rate  of  cost-sharing  for  this  practice  in 
a  county  higher  than  the  maximum  rate 
specified  below  for  this  practice,  but  not 
higher  than  the  cost  of  performing  the 
practice,  provided  the  increased  rate  of 
cost-sharing  is  needed  to  bring  about  a 
needed  increase  in  the  extent  to  which 
the  practice  otherwise  would  be  carried 
out.  Such  higher  rate  of  cost-sharing 
may  be  in  addition  to  any  higher  rate 
of  cost-sharing  approved  for  any  other 
practice  under  the  provisions  of 
§  1101.509  (e). 

Maximum  Federal  cost-share.  The  per¬ 
centage  of  the  average  cost  considered  neces¬ 
sary  to  obtain  the  needed  perfcarmance  of 
the  approved  emergency  measures  in  the 
county,  but  not  in  excess  of  50  percent  of 
the  average  total  cost  of  performing  the 
practice,  except  that,  in  cases  where  the 
farmer  states  in  writing  that  he  is  unable 
to  perform  the  pwactice  to  the  needed  ex¬ 
tent  unless  a  higher  rate  of  cost-sharing  is 
approved,  the  county  committee,  with  the 
approval  of  the  State  committee,  may  ap¬ 
prove  a  higher  rate  not  in  excess  of  the  total 
cost  of  performing  the  practice:  Provided, 
That  the  total  Federal  cost-share  for  all 
such  emergency  measures  shall  not  exceed 
$1.25  per  acre. 

(Sec.  4.  49  Stat.  164;  16  U.  S.  C.  590d.  In¬ 
terprets  or  applies  secs.  7-17,  49  Stat.  1148, 
as  amended,  64  Stat.  1109,  66  Stat.  64,  Public 
Law  357,  83d  Cong.;  16  U.  S.  C.  590g-590q, 
42  U.  S.  C,  1855) 

Done  at  Washington,  D.  C.,  this  14th 
day  of  May  1954. 

[seal]  True  D,  Morse, 

Acting  Secretary  of  Agriculture. 

[P.  R.  Doc.  54-3818;  Piled,  May  18,  1954; 
8:54  a.  m.] 

TITLE  32~NATIONAL  DEFENSE 

Chapter  IV — Joint  Regulations  of  the 
Armed  Forces 

Subchopler  A— Armed  Services  Procurement 
Regulation 

Part  402 — ^Procurement  by  Negotiation 

MISCELLANEOUS  AMENDMENTS 

This  revision  shall  be  effective  60  days 
after  the  date  of  issuance;  however, 
compliance  with  changed  paragraphs  is 
authorized  upon  publication  hereof. 

SUBPART  B - CIRCUMSTANCES  PERMITTING 

NEGOTIATION 

1.  The  following  section  is  amended  to 
reflect  the  recent  reorganization  of  the 
Department  of  Defense: 

§  402.211-4  Records  and  reports. 
Each  Department  shall  maintain  a  rec¬ 
ord  of  the  name  of  each  contractor  with 
whom  a  contract  has  been  entered  into 
pursuant  to  the  authority  of  this  section, 
together  with  the  amount  of  the  con¬ 
tract  and  (with  due  consideration  given 
to  the  national  security)  a  description  of 
the  work  required  to  be  performed  there¬ 
under,  and  shall  prepare  a  report  there¬ 
on.  at  the  end  of  the  current  fiscal  year 
(covering  that  portion  of  the  current  fis¬ 


cal  year  during  which  this  subchapter  is 
effective)  and  at  the  end  of  each  six- 
month  period  thereafter,  and  in  the  form 
and  manner  to  be  prescribed  by  the  De¬ 
partment,  to’ be  submitted  to  the  Assist¬ 
ant  Secretary  of  Defense  (Supply  and 
Logistics)  for  the  preparation  of  a  com¬ 
bined  Armed  Services  report  to  be  sub¬ 
mitted  semi-annually  to  the  Congress. 

SUBPART  F — SMALL  PURCHASES 

2.  Several  amendments  have  been 
made  to  Subpart  P  which  effect  further 
simplification  of  small  purchase  pro¬ 
cedures.  Authority  is  granted  to  include 
related  items  on  one  purchase  order  and 
to  make  awards  to  the  supplier  offering 
the  lowest  aggregate  quotation ;  suppliers 
must  be  advised  of  this  award  procedure 
when  quotations  are  requested.  Unsuc¬ 
cessful  suppliers  need  not  be  notified  con¬ 
cerning  awards.  When  effecting  cash 
purchases  (see  §  402.604)  cash  discounts 
will  be  secured  to  the  extent  obtainable, 
and,  such  purchases  on  a  “delivered 
basis”  will  be  preferred  to  “pickups”  by 
government  personnel  and  vehicles:  in 
this  connection  authority  is  granted  to 
include  in  petty  cash  payments  the  cost 
of  C.  O.  D.,  parcel  post,  or  other  delivery 
charges. 

A  new  paragraph  (d)  is  added  to  the 
following  section: 

I  402.602  Policy.  •  *  • 

(d)  In  soliciting  quotations,  related 
items  (such  as  small  hardware  items, 
spare  parts  for  vehicles,  or  office  supplies, 
etc.)  may  be  included  on  one  purchase 
order  and  the  lowest  aggregate  quota¬ 
tion  rather  than  the  lowest  quotation  on 
each  item  may  be  accepted.  Suppliers 
shall  be  advised  of  this  award  procedure 
when  quotations  are  requested. 

3.  Two  new  sections  are  added  to  read 
as  follows: ' 

§  402.604-3  Cash  discounts.  When 
effecting  cash  purchases,  purchasing 
offices  shall  secure  cash  discounts  to  the 
extent  obtainable. 

§  402.604-4  Delivery  of  cash  pur¬ 
chases  by  suppliers.  Cash  purchases  on 
a  delivered  basis  are  preferable  to  pick¬ 
ups  effected  by  Government  vehicle  and 
personnel,  unless  such  pickups  can  be 
made  as  an  incident  to  other  operations 
or  are  otherwise  advantageous.  Imprest 
Funds  payments  for  such  purchases  may 
include  the  cost  of  c.  o.  d.,  parcel  post, 
or  other  delivery  charges. 

4.  The  phrase  “as  are  authorized  by 
Part  415”  has  been  added  to  the  first 
sentence  of  §  402.607.  The  section  as 
clarified  reads  as  follows: 

§  402.607  Use  of  Department  of  De¬ 
fense  or  departmental  procurement 
forms.  This  subpart  does  not  preclude 
the  use  for  small  purchases  of  such  other 
Department  of  Defense  or  departmental 
purchase  order  forms  as  are  authorized 
by  Part  415  of  this  subchapter.  The 
procurement  form  or  method  to  be  uti¬ 
lized  shall  be  such  as  will  accomplish 
the  small  purchase  in  the  most  efficient 
and  economical  manner.  Where  neces¬ 
sary,  small  purchases  may  also  be  ef¬ 
fected  by  the  use  of  a  negotiated  (two- 
party)  formal  contract,  as,  for  example, 
where  the  procurement  is  (a)  classified. 
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or  (b)  requires  specific  contract  provi¬ 
sion  relating  to  technical  inspection  or 
test,  specifications  changes.  Govern¬ 
ment-furnished  property,  insurance, 
patents,  price  adjustment,  or  the  like. 

(R.  S.  161;  5  U.  S.  C.  22.  Interpret  or  apply 
62  Stat.  21;  41  U.  S.  C.  151-161) 

T.  P.  Pike, 

Assistant  Secretary  of  Defense, 
Supply  and  Logistics. 

[F.  R.  Doc.  64-3752;  Piled,  May  18,  1954; 
8:45  a.  m.] 


Part  406 — Contract  Clauses  and  Forms 

SUBPART  B— clauses  FOR  PERSONAL 
SERVICE  CONTRACTS 

The  following  section  is  amended  to 
conform  to  Executive  Order  10501  and 
DOD  Directive  5200.1,  dated  November 
19,  1953,  which  eliminated  the  category 
of  “Restricted”  from  the  classification 
system. 

This  revision  shall  be  effective  60  days 
after  the  date  of  issuance;  however, 
compliance  with  changed  paragraphs  is 
authorized  upon  publication  hereof. 

§  406.504  Clauses  to  be  used  when  ap¬ 
plicable. 

§  406.504-1  Military  security  require¬ 
ments.  Insert  the  clause  set  forth  in 
this  section  in  all  contracts  involving  se¬ 
curity  information  which  are  classified 
‘Top  Secret,”  “Secret,”  or  “Confidential,” 
by  a  Department,  and  in  any  other  con¬ 
tract,  the  performance  of  which  will 
require  access  to  classified  matter. 

MILITARY  SECXTRTTY  REQUIREMENTS 

(a)  The  provisions  of  the  following  para¬ 
graphs  of  this  clause  shall  apply  only  if  and 
to  the  extent  that  this  contract  Involves 
access  to  security  information  classified 
“Top  Secret,”  "Secret,”  or  “Confidential.” 

(b)  The  Contractor  (i)  shall  be  responsi¬ 
ble  for  safeguarding  all  classified  security 
information  in  accordance  with  instructions 
furnished  by  the  Contracting  Officer  and 
shall  not  supply,  disclose  or  otherwise  per¬ 
mit  access  to  classified  security  information 
to  any  unauthorized  person,  (ii)  shall  not 
make  or  permit  to  be  made  any  reproduc¬ 
tions  of  matter  classified  "Top  Secret”  except 
with  the  prior  written  authorization  of  the 
Contracting  Officer,  (ill)  shall  not  make  or 
permit  to  be  made  any  reproductions  of 
security  information  classified  "Secret”  or 
"Confidential,”  except  as  may  be  essential 
to  performance  of  the  contract,  (iv)  shall 
submit  to  the  Contracting  Officer,  at  such 
times  as  the  Contracting  Officer  may  direct, 
an  accounting  of  all  reproductions  of  se¬ 
curity  information  classified  “Top  Secret,” 
“Secret,”  or  “Confidential,”  and  (v)  shall 
hot  Incorporate  in  any  other  project  any 
matter  which  will  disclose  classified  security 
Information  except  with  the  prior  written 
authorization  of  the  Contracting  Officer. 

(c)  Except  with  the  prior  mitten  consent 
of  the  Secretary  or  his  duly  authorized  rep¬ 
resentative,  the  Contractor  (i)  shall  not  per¬ 
mit  any  alien  to  have  access  to  classified 
security  information,  and  (ii)  shall  not  per¬ 
mit  any  individual  to  have  access  to  security 
Information  classified  “Top  Secret”  or 
“Secret.”  Access  to  security  information 
classified  “Confidential”  will  be  granted  only 
In  accordance  with  governing  regulations  of 
the  Department  of  Defense. 


(d)  The  Contractor  agrees  to  submit  im¬ 
mediately  to  the  Contracting  Officer  a  com¬ 
plete  confidential  report  of  any  information 
which  the  Contractor  may  have  concerning 
existing  or  threatened  espionage,  sabotage, 
or  subversive  activity. 

(e)  The  Government  agrees  that  when 
necessary  it  shall  indicate  by  security 
classification  ("Top  Secret.”  “Secret,”  or 
“Confidential”),  the  degree  of  importance 
to  the  national  defense  of  information  to 
be  furnished  by  the  Contractor  to  the  Gov¬ 
ernment  or  by  the  Government  to  the  Con¬ 
tractor,  and  the  Government  shall  give 
written  notice  of  such  security  classification 
to  the  Contractor  and  of  any  subsequent 
changes  thereof.  The  Contractor  is  au¬ 
thorized  to  rely  on  any  letter  or  other  writ¬ 
ten  instrument  signed  by  the  Contracting 
Officer  changing  the  security  classification 
of  matter. 

(f)  Any  disagreement  concerning  a  ques¬ 
tion  of  fact  arising  under  this  clause  shall 
be  considered  a  dispute  within  the  meaning 
of  the  clause  of  this  contract  entitled 
“Disputes.” 

(R.  S.  161;  5  U.  S.  C.  22.  Interpret  or  apply 
62  Stat.  21;  41  U.  S.  C.  151-161) 

T.  P.  Pike, 

Assistant  Secretary  of  Defense, 
Supply  and  Logistics. 

IP.  R.  Doc.  54-3753;  Filed,  May  18,  1954; 

8:45  a.  m.] 


Part  411 — ^Labor 

SUBPART  I — EMPLOYBfENT  RESTRICTIONS  FOR 
SECURITY  PURPOSES 

The  following  section  Is  amended  to 
conform  to  Executive  Order  10501  and 
DOD  Directive  5200.1,  dated  November 
19,  1953,  which  eliminated  the  category 
“Restricted”  from  the  classification 
system. 

This  revision  shall  be  effective  60  days 
after  the  date  of  issuance;  however,  com¬ 
pliance  with  changed  paragraphs  is 
authorized  upon  publication  hereof. 

§  411.901  Restrictions  on  hiring  of 
aliens  and  other  individuals.  It  shall  be 
the  policy  of  each  Department,  in  the 
interest  of  safeguarding  the  national 
security,  to  require  written  consent  of 
the  Secretary  of  the  Department  con¬ 
cerned  (in  accordance  with  procedures 
prescribed  by  that  Department)  prior  to 
(a)  the  employment  of  any  alien  on  any 
contract  for  aircraft,  aircraft  parts,  or 
aeronautical  accessories,  or  on  any  con¬ 
tract  classified  “Top  Secret,”  “Secret,” 
or  “Confidential,”  and  (b)  the  employ¬ 
ment  of  any  individual  on  any  Top  Secret 
or  Secret  contract. 

(R.  S.  161;  6  U.  S.  C.  22.  Interpret  or  apply 
62  Stat.  21;  41  U.  S.  C.  151-161) 

T.  |>.  Pike, 

Assistant  Secretary  of  Defense, 
Supply  and  I^istics. 

IP.  R.  Doc.  64-3754;  Piled,  May  18.  1954; 

8:45  a.  m.] 


Part  415a — Appendixes  to  Armed  Serv¬ 
ices  Procurement  Regulations 

Editorial  Note:  Appendixes  A,  B,  C, 
and  D,  formerly  appearing  following 
Part  413,  have  been  codified  as  Part  415a. 


Part  415a — ^Appendixes  to  Armed  Serv¬ 
ices  Procurement  Regulations 

appendix  B — MANUAL  FOR  CONTROL  OF 
GOVERNMENT  PROPERTY  IN  POSSESSION  OP 
CONTRACTORS 

Section  415a.2  Appendix  B,  Manual 
for  Control  of  Government  Property  in 
Possession  of  Contractors  has  been  re¬ 
vised  to  conform  to  DoD  Directive 
4210.10,  September  25,  1953,  which  re¬ 
quires  that  metal-working  machinery 
procured  by  Department  of  Defense 
agencies  be  marked  with  the  Standard 
Commodity  Classification  Code  by  the 
builder  before  delivery. 

This  revision  shall  be  effective  60  days 
after  the  date  of  issuance;  however, 
compliance  with  changed  paragraphs  is 
authorized  upon  publication  hereof. 

PART  IV — MISCELLANEOUS  PROVISIONS 

401.  Identification  and  commodity  classi¬ 
fication;  marking. 

401.1  Identification.  All  Government 
Property  shall  be  recorded  and  Identified  as 
such  by  the  Contractor  promptly  upon  re¬ 
ceipt,  and  it  shall  remain  so  identified  so 
long  as  it  remains  in  the  custody,  control  or 
possession  of  the  Contractor, 

(a)  Extent  of  identification,  (i)  As  a 
general  rule,  all  Government  material  shall 
be  Identified  as  Government  Property  except 
in  those  cases  where 

(A)  No  materials  of  the  same  type  at  the 
same  location  are  owned  by  the  Contractor, 
his  employees,  or  other  contracting  agencies. 

(B)  Adequate  physical  control  is  main¬ 
tained  over  tool-crib  items,  guard  force  items, 
protective  clothing  and  other  items  issued 
for  use  by  individuals  in  the  performance  of 
their  work  under  the  contract. 

(C)  Property  is  of  bulk  type  or  by  its  gen¬ 
eral  nature  of  packing  or  handling  precludes 
adequate  marking,  as  may  be  determined  by 
the  Property  Administrator. 

(D)  Where  property  is  commingled,  as 
authorized  by  Section  206  hereof. 

(ll)  Government-owned  special  tooling 
will  be  marked  with  the  letters  “U.  S.”  unless 
it  is  determined  that  such  marking  wUl 
damage  the  tool  or  is  otherwise  impracticable. 
The  marking  and  identification  procedures 
may  be  expanded  by  the  department  having 
cognizance  over  the  tooling  to  include  end 
item  reference,  drawing  number,  and  such 
other  Information  as  may  be  desirable  in  any 
given  case. 

(Hi)  Unless  already  marked  in  accordance 
with  these  instructions,  all  Government- 
owned  plant  equipment,  including  industrial 
reserve  plant  equipment  shall  be  marked  by 
the  Contractor  with  an  identification  num¬ 
ber,  except  when  the  size  of  the  equipment  or 
the  nature  of  the  material  from  which  it  is 
made  makes  it  impracticable.  When  for  the 
above  reasons  an  item  of  plant  equipment 
cannot  be  marked  with  an  identification 
number,  it  will  be  assigned  an  identification 
number  for  record  purposes,  which  number 
shall  be  shown  on  the  plant  equipment  prop¬ 
erty  record.  Once  an  identification  number 
has  been  affixed  to  an  item  of  plant  equip¬ 
ment,  the  Identification  will  be  permanent 
and  will  not  be  changed  so  long  as  the  equip¬ 
ment  remains  under  the  control  of  the  De¬ 
partment  of  Defense.  Identification  shall  be 
effected  affixing  a  metal,  fibre,  plastic  or  other 
plate  directly  to  the  equipment;  by  using 
Indelible  ink,  acid  or  electric  etch,  steel  dies, 
or  any  other  legible,  permanent,  conspicuous, 
and  tamperproof  method.  Identification 
shall  consist  of  the  following  markings: 

(A)  An  indication  of  Government-owner¬ 
ship,  viz.,  the  letters  “U.S.” 

(B)  A  two-part  identification  number 
consisting  solely  of  numerals  except  as  pro- 
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Tided  In  (C)  below.  The  first  part  shall  be 
the  property  account  number,  and  the  sec¬ 
ond  part  shall  be  a  serial  number.  In  case 
plant  equipment  furnished  by  the  Govern¬ 
ment  is  already  identified  as  property  of  the 
Department  of  Defense,  no  change  shall  be 
made  in  the  markings. 

(C)  In  the  case  of  items  included  within 
a  standard  departmental  registration  system, 
for  example,  automotive,  construction,  or 
weight-handling  equipment,  application  for 
a  proper  registration  number  will  be  made 
to  the  cognizant  department,  which  nun>ber 
shall  be  used  in  lieu  of  any  other  identifica¬ 
tion  number. 

(b)  Recording  of  identification  numljera. 
Assigned  property  identification  numbers 
will  be  recorded  on  all  applicable  receiving 
documents,  shipping  documents,  and  other 
documents  pertaining  to  the  property 
accounts. 

401.2  Commodity  classification.  All  met¬ 
alworking  machines  of  the  types  covered  by 
Standard  Ckimmodlty  Classification  Code 
Groups  3411  through  3419,  and  3441  through 
3449.  of  the  Directory  of  Metalworking  Ma¬ 
chinery,  manufactured  or  purchased  by  or 
for  the  account  of  Department  of  Defense 
agencies,  shall  be  permanently  marked,  prior 
to  delivery,  with  the  code  number,  preceded 
by  the  letters  SCC,  on  or  near  the  name 
plate,  or,  in  the  absence  of  a  name  plate, 
in  a  readily  visible  location  on  the  tt>achine 
Itself.  Insofar  as  concerns  Government 
Property  subject  to  this  Appendix  and  falling 
within  the  above  Code  Groups,  action  to  be 
taken  by  the  Contractor  in  implementation 
of  the  foregoing  requirement  shall  be  as  fol¬ 
lows:  In  addition  to  requirements  of  para¬ 
graph  401.1  concerning  Identification  mark¬ 
ings.  the  Contractor  shall  be  responsible  for 
causing  the  proper  SCC  code  number  to  be 
determined  and  marked  (i)  prior  to  delivery 
to  the  Contractor  on  machines  purchased 
by  the  Contractor  for  the  account  of  the 
Government  and  (11)  prior  to  delivery  to 
the  Government  on  machines  manufactured 
by  the  Contractor  for  the  Government.  The 
number  of  digits  to  be  included  in  SCC  code 
markings  shall  be  as  prescribed  by  depart¬ 
mental  procedures  but  shall  include  as  a 
minimum  the  first  ten  digits  of  the  ap¬ 
plicable  code  number  as  shown  in  the  Direc¬ 
tory  of  MetalwcM-king  Machinery.  The 
Directory  is  prepared  by  the  Department  of 
Defense  and  is  available  from  the  Superin¬ 
tendent  of  Documents.  Government  Printing 
Office,  Washington  25,  D.  C. 

(R.  S.  161;  5  U.  S.  C.  22.  Interpret  or  apply 
62  Stat.  21;  41  U.  S.  C.  151-161) 

T.  P.  Pike, 

Assistant  Secretary  of  Defense. 

Supply  and  Logistics. 

IP.  R.  Doc.  54-3755;  Filed,  May  18,  1954; 

8:45  a.  m.] 


Part  415a — Appendixes  to  Armed  Serv¬ 
ices  Procurement  Regulations 

APPENDIX  C — MANUAL  FOR  CONTROL  OF  GOV¬ 
ERNMENT  PROPERTY  IN  POSSESSION  OF 
NON-PROFIT  RESEARCH  AND  DEVELOPMENT 
CONTRACTORS 

Section  415a.3  Appendix  C,  Manual  for 
Control  of  Government  Property  in  Pos¬ 
session  of  No7i-Profit  Research  and  De¬ 
velopment  Contractors  has  been  revised 
to  conform  to  DoD  Directive  4210.10, 
September  25,  1953,  which  requires  that 
metal  working  machinery  procured  by 
Department  of  Defense  agencies  be 
marked  with  the  Standard  Commodity 
Classification  Code  by  the  builder  before 
delivery. 


This  revision  shall  be  effective  60  days 
after  the  date  of  issuance;  however, 
compliance  with  changed  paragraphs  is 
authorized  upon  publication  hereof. 

•  PART  II — GOVERNMENT  ADMINISTRATIVE 
PROVISIONS 

Subparagraphs  (h)  (1)  and  (J)  of  section 
203  have  been  changed  to  (g)  (h)  and  (1). 
No  other  change  made. 

1.  203.  Duties  and  responsibilities  of  the 
Property  Administrator  [(a)  through  (f)  re¬ 
main  unchanged). 

<g)  He  shall  take  the  action  necessary  to 
insure  that  bis  records  of  the  transactions 
discussed  In  paragraph  204  below  are  com¬ 
plete. 

(h)  He  shall  review  and  approve  the  con¬ 
tractor’s  scrap  procedures  and  records  as 
provided  in  paragraph  212  of  this  manual. 

(1)  He  shall  advise  the  Contract  Admin¬ 
istrator  on  all  property  matters. 

2.  209.  Identification  and  commodity 
classification;  marking. 

209.1  Identification.  Government  prop¬ 
erty  shall  be  recorded  and  identified  by  the 
Contractor  promptly  upon  receipt,  as  pro¬ 
vided  In  the  contractual  provisions.  The 
Government  shall  furnish  the  number  with 
which  the  plant  equipment  shall  be  marked. 

(a)  Identification.  Marking  identification 
shall  be  as  follows; 

(i)  An  Indication  of  Government  owner¬ 
ship,  viz,  the  letters  “U.  S.” 

(li)  With  respect  to  plant  equipment,  a 
three-part  identification  number  consisting 
solely  of  numerals  except  as  provided  in 
(ill)  below.  The  first  part  shall  designate 
Government  ownership  as  in  (1)  above;  the 
second  part  shall  be  the  property  account 
number;  and  the  third  part  shall  be  a  serial 
number.  In  case  plant  equipment  furnished 
by  the  Government  is  already  identified  as 
property  of  the  military  departments,  no 
change  shall  be  made  in  the  markings. 

(lii)  In  the  case  of  items  included  within 
standard  departmental  registration  system, 
for  example,  automotive  construction,  or 
weight-handlijig  equipment,  application  for 
a  proper  registration  number  will  be  made 
to  the  cognizant  department,  which  number 
shall  be  used  in  lieu  of  any  other  identifica¬ 
tion  number. 

(b)  Recording  identification  numbers. 
Assigned  property  identification  numbers 
will  be  recorded  on  applicable  property 
records. 

209.2  Commodity  classification.  All  met¬ 
alworking  machines  of  the  types  covered  by 
Standard  Commodity  Classification  Code 
Groups  3411  through  3419,  and  3441  through 
3449,  of  the  Directory  of  Metalworking  Ma¬ 
chinery.  manufactured  or  purchased  by  or 
for  the  account  of  Department  of  Defense 
agencies,  shall  be  permanently  marked, 
prior  to  delivery,  with  the  code  number, 
preceded  by  the  letters  SCC,  on  or  near  the 
name  plate,  or,  in  the  absence  of  a  name 
plate,  in  a  readily  visible  location  on  the 
machine  itself.  In  so  far  as  concerns  Gov¬ 
ernment  Property  subject  to  this  §  415a.3,  and 
falling  within  the  above  Code  Groups,  action 
to  be  taken  by  the  Contractor  in  imple¬ 
mentation  of  the  foregoing  requirement  shall 
be  as  set  forth  under  the  corresponding 
heading  in  Subpart  C,  S  415a.3. 

PART  in— contractor’s  OBLIGATIONS 

307.  Identification  adn  commodity  classi¬ 
fication;  marking, 

307.1  Identification.  The  Contractor  shall 
record  and  identify  as  such  all  Government 
property  promptly  ufxm  receipt,  and  such 
property  shall  remain  so  identified  so  long 
as  it  remains  in  the  custody,  control  or 
possession  of  the  Contractor,  in  accordance 
with  the  following; 

(a)  Material,  minor  equipment  and  spe¬ 
cial  tooling.  Government-furnished  ma¬ 
terial  in  stock  or  stores,  minor  equipment 


and  special  tooling,  shall  be  identified  as 
Government  property  by  marking,  labeling, 
tagging,  or  other  suitable  device,  except 
where : 

(i)  No  materials  of  the  same  type  at  the 
same  location  are  owned  by  the  Contractor, 
his  employees,  or  other  contracting  agencies. 

(il)  Property  is  of  bulk  type  or  by  Its 
general  nature  of  packing  or  handling  pre¬ 
cludes  adequate  marking,  as  may  be  deter¬ 
mined  by  the  Contracting  Officer. 

(iii)  Property  is  commingled  as  otherwise 
authorized  herein,  and  marking  and  identi¬ 
fication  are  waived  by  the  Contracting 
Officer. 

(b)  Plant  equipment.  Unless  already  so 
marked.  Government-furnished  plant  equip¬ 
ment  and  plant  equipment  acquired  by  the 
Contractor,  title  to  which  vests  in  the  Gov¬ 
ernment,  shall  be  marked  by  the  Contractor 
with  an  identification  number  to  be  fur¬ 
nished  by  the  Government,  unless  the  size 
or  nature  of  a  particular  item  makes  mark¬ 
ing  impracticable,  in  which  case  such  item 
shall  be  assigned  an  identification  number 
for  record  purposes,  which  number  shall  be 
shown  in  the  plant  equipment  property 
record. 

(c)  Components.  Components  which  are 
permanently  removed  from  items  of  Govern¬ 
ment  property  as  a  result  of  modification,  or 
otherwise,  shall  be  marked  or  identified  by 
the  Contractor  according  as  to  whether  the 
component  is  classified  as  material,  plant 
equipment,  minor  equipment  or  special  tool¬ 
ing.  Material,  minor  equipment  and  special 
tooling  permanently  removed  from  Govern¬ 
ment  property  need  not  be  marked  or 
identified  except  when  returned  to  stock  or 
stores. 

(d)  Method  of  identification.  Identifica¬ 
tion  shall  be  effected  by  affixing  a  metal, 
fibre,  plastic  or  other  plate  directly  to  the 
equipment;  by  using  indelible  ink,  acid  or 
electric  etch,  steel  dies,  or  any  other  legible, 
permanent,  conspicuous,  and  tamperproof 
method.  Identification  shall  consist  of  the 
following  markings: 

(i)  An  Identification  of  Government  own¬ 
ership,  viz.,  the  letters  “U.  S.” 

(ii)  ’The  Contractor  shall  affix  to  each 
item  of  plant  equipment  the  identification 
number  furnished  by  the  Government.  In 
case  the  plant  equipment  furnished  by  the 
Government  is  already  identified  as  property 
of  the  U.  S.  Government,  the  markings  shall 
not  be  removed.  In  addition  to  the  mark¬ 
ings  prescribed  by  the  Government,  the  Con¬ 
tractor  may  use  a  severable  marking  of  its 
own,  for  its  own  records,  provided  that  the 
Contractor  shall  remove  such  marking  upon 
return  of  the  equipment  to  the  Government, 
or  upon  making  any  other  disposition. 

307.2  Commodity  classification.  All 
metalworking  machines  of  the  types  covered 
by  Standard  Commodity  Classification  Code 
Groups  3411  through  3419,  and  3441  through 
3449,  of  the  Directory  of  Metalworking  Ma¬ 
chinery,  manufactured  or  purchased  by  or 
for  the  account  of  Department  of  Defense 
agencies,  shall  be  permanently  marked,  prior 
to  delivery,  with  the  code  number,  preceded 
by  the  letters  SCC,  on  or  near  the  name  plate, 
or,  in  the  absence  of  a  name  plate,  in  s 
readily  visible  location  on  the  machine  itself. 
Insofar  as  concerns  Government  Property 
subject  to  this  §  415a.3.  and  falling  within 
the  above  Code  Groups,  action  to  be  taken 
by  the  Contractor  in  implementation  of  the 
foregoing  requirement  shall  be  as  follows: 
In  addition  to  requirements  of  Section  307.1 
concerning  identification  markings,  the  Con¬ 
tractor  shall  be  responsible  for  causing  the 
proper  SCC  code  number  to  be  determined 
and  marked  (1)  prior  to  delivery  to  the  Con¬ 
tractor  on  machines  purchased  by  the  Con¬ 
tractor  for  the  account  of  the  Government 
and  (li)  prior  to  delivery  to  the  Government 
on  machines  manufactured  by  the  Contractor 
for  the  Government.  The  number  of  digitf 


Wednesday,  May  19,  1954 

to  be  Included  in  SCC  code  markings  shall 
be  as  prescribed  by  departmental  procedures 
but  shall  Include  as  a  minimum  the  first  ten 
digits  of  the  applicable  code  number  as 
shown  in  the  Directory  of  Metalworking 
Machinery.  The  Directory  is  prepared  by  the 
Department  of  Defense  and  is  available  from 
the  Superintendent  of  Documents,  Govern¬ 
ment  Printing  OfiBce,  Washington  25,  D,  C. 

(R.  S.  161;  5  TJ.  S.  C.  22.  Interpret  or  apply 
62  Stat.  21;  41  U.  S.  C.  151-161) 

T.  P.  Pike, 

Assistant  Secretary  of  Defense, 
Supply  and  I^istics. 

[F.  R.  Doc.  64-3756;  Piled.  May  18,  1954; 
8:45  a.  m.] 


Chapter  V — Department  of  the  Army 

Swbchapler  B — Claims  and  Accounts 

Part  538 — Allotments  of  Pay 

MISCELLANEOUS  AMENDMENTS 

Sections  538.1  to  538.7  are  rescinded 
and  the  following  substituted  therefor: 

§  538.1  Definitions — (a^  Allotment. 
The  word  “allotment”  as  used  in  this  part 
refers  to  a  definite  portion  of  the  pay  and 
allowances  of  a  person  in  the  military 
service,  active  or  retired,  or  of  a  civilian 
employee  of  the  Department  of  the  Army 
assigned  to  duty  in  Alaska  or  outside  the 
continental  limits  of  the  United  States, 
which  is  authorized  to  be  paid  to  an  al¬ 
lottee  in  a  manner  prescribed  by  the 
Secretary  of  the  Army. 

(b)  Active  duty.  For  the  purpose  of 
authorizing  allotments  “active  duty” 
means  duty  for  6  months  or  more. 

(c)  Class  B  allotment.  An  allotment 
made  for  the  purchase  of  United  States 
Savings  Bonds  on  a  monthly  basis  is 
designated  as  a  “class  B”  allotment. 

(d)  Class  B-1  allotment.  An  allot¬ 
ment  made  for  the  purchase  of  United 
States  Saving  Bonds  on  a  quarterly  basis 
is  designated  as  a.“class  B-1”  allotment. 

(e)  Class  D  allotment.  An  allotment 
made  for  the  payment  of  premiums  on 
United  States  Government  life  insurance 
is  designated  as  a  “class  D”  allotment. 

(f)  Class  E  allotment.  An  allotment 
made  to  an  individual,  a  fiduciary,  a 
banking  institution,  or  to  a  commercial 
life  insurer,  or  to  other  eligible  allotees 
set  forth  in  §  538.3  is  designated  as  a 
“class  E”  allotment. 

(g)  Class  N  allotment.  An  allotment 
made  for  the  payment  of  premiums  on 
National  Service  life  insurance  is  desig¬ 
nated  as  a  “class  N”  allotment. 

(h)  Class  Q  allotment.  An  allotment 
made  to  provide  assistance  for  certain 
dependents  of  enlisted  member  as  pre¬ 
scribed  by  the  Dependents  Assistance  Act 
of  1950,  is  designated  as  a  “class  Q” 
allotment. 

(i)  Class  X  allotment.  An  allotment 
made  to  provide  support  of  dependents 
when  such  dependents  are  residing  in  a 
foreign  country  other  than  that  in  which 
the  member  is  serving,  is  designated  as  a 
“class  X”  allotment. 

(j)  Allotter.  The  “allotter”  is  the  per¬ 
son  from  whose  pay  the  allotment  is 
ibade,  either  by  himself,  or  by  another  on 
his  account. 
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<k)  AUottee.  The  “allottee”  Is  the 
person  or  institution  to  whom  the  allot¬ 
ment  is  made  payable. 

§  538.2  Eligible  allotters — (a)  MiZi- 
tary  personnel.  Commissioned  officers, 
warrant  officers,  and  enlisted  members, 
active  or  retired  except  as  restricted  by 
paragraph  (b)  of  §  538.7a,  and  commis¬ 
sioned  officer  of  other  services  or  de¬ 
partments  who  may  be  detailed  or 
assigned  to  the  Department  of  the  Army, 
wherever  serving,  may  make  allotments 
of  pay. 

(b)  Civilian  personnel.  Civilian  em¬ 
ployees  of  the  Department  of  the  Army, 
except  civilian  marine  personnel  of  the 
Transportation  Corps,  who  have  Na¬ 
tional  Service  Life  Insurance  or  United 
States  Government  Life  Insurance  may 
make  class  D  and  N  allotments  during 
such  time  as  they  may  be  permanently 
assigned  for  duty  outside  the  continental 
United  States  or  in  Alaska.  Civilian  em¬ 
ployees  of  Ihe  Department  of  the  Army, 
except  civilian  marine  personnel  of  the 
Transportation  Corps,  may  make  class  E 
and  X  allotments  during  such  time  as 
they  may  be  permanently  assigned  to 
duty  outside  the  continental  limits  of 
the  United  States  or  in  Alaska.  The 
execution  and  discontinuance  of  allot¬ 
ments  of  pay  for  civilian  marine  per¬ 
sonnel  of  the  Transportation  Corps  will 
be  effected  under  such  regulations  as 
may  be  prescribed  by  the  Chief  of 
Transportation.  A  civilian  employee 
permanently  stationed  outside  the  con¬ 
tinental  limits  of  the  United  States  or 
in  Alaska  is  deemed  to  be  one  whose 
oversea  assignment  is  not  limited  in 
tenure  or  which  may  be  expected  to  ex¬ 
ceed  6  months.  No  allotments  will  be 
authorized  by  civilian  employees  of  the 
Department  of  the  Army  until  arrival 
at  the  permanent  oversea  duty  station. 

§  538.3  Authorized  voluntary  allot¬ 
ments.  Voluntary  allotments  of  pay  and 
allowances  will  be  authorized  only  for 
the  following  purposes  and  limited  in  ac¬ 
cordance  therewith. 

(a)  Payment  to  an  individual,  for  the 
support  of  the  allotter’s  family,  depend¬ 
ent  relative,  or  divorced  wife  (class  E). 

(b)  Payment  to  a  banking  institution 
or  association  for  credit  to  a  savings, 
checking,  or  trust  account  of  the  allotter 
without  restrictions  as  to  use  of  funds 
allotted,  or  for  any  bona  fide  form  of 
savings  including  contributions  to  a  re¬ 
tirement  or  accumulation  fund.  The 
latter  may  include,  but  is  not  limited  to. 
Federal  savings  and  loan  associations. 
State  building  and  loan  associations,  in¬ 
cluding  building  and  loan  associations 
chartered  by  Territorial  governments, 
the  postal  savings  system,  and  credit 
unions.  In  these  cases  the  allotter  must 
make  satisfactory  arrangements  with 
the  allottee  (bank,  postmaster,  etc.)  for 
the  acceptance  of  the  allotment.  No 
more  than  one  such  allotment  will  be 
allowed  for  any  authorized  allotter 
(class  E). 

(c)  Payment  of  premiums  for  insur¬ 
ance  on  the  life  of  the  allotter  only. 
This  may  include: 

(1)  United  States  Government  Life 
Insurance  (class  D) .  The  Veterans’  Ad¬ 
ministration,  Washington,  D.  C.,  will,  in 
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all  cases,  be  designated  as  allottee  for 
class  D  allotments. 

(2)  National  Service  Life  Insurance 
(class  N).  The  Veterans’  Administra¬ 
tion,  Washington,  D.  C.,  will,  in  all  cases, 
be  designated  as  allottee  for  class  N 
allotments. 

(3)  Commercial  life  insurance  (class 
E).  All  payments  to  an  insurer  will  be 
be  made  to  the  home  office  of  the  institu¬ 
tion  issuing  the  insurance,  or  to  a  branch 
office  designated  by  the  home  office. 
Allotments  for  health,  accident  or  hos¬ 
pitalization  insurance  or  other  contracts 
or  agreements  which,  as  a  secondary  or 
incidental  feature,  include  insurance  on 
the  life  of  the  allotter,  are  not  authorized. 

(d)  Repayment  of  loans  obtained  for 
the  purchase  of  a  home.  This  does  not 
include  additions  or  improvements  or  for 
business  purposes  (class  E) . 

(e)  Payment  of  indebtedness  to  the 
United  States  incurred  by  reason  of  de¬ 
faulted  notes  guaranteed  by  the  Federal 
Housing  Administration  or  the  Veterans’ 
Administration  (class  E) . 

(f )  Repasnnent  of  indebtedness  to  the 
United  States  incurred  by  overpayment 
of  pay  and  allowances  made  by  any  de¬ 
partment  or  agency  of  the  United  States 
(class  E).  Such  allotments  will  not  be 
accepted  in  satisfaction  of  indebtedness 
by  Army  personnel  for  amounts  due  the 
Department  of  the  Army;  normal  col¬ 
lection  procedures  will  be  followed  for 
this  purpose.  Allotments  for  repayment 
of  indebtedness  will  not  be  accepted  for 
periods  of  less  than  3  months  and  in 
amounts  less  than  $5  per  month.  Both 
the  commencement  and  discontinuance 
dates  will  be  stated  on  the  allotment 
authorization  form. 

(g)  Repayment  of  loans  to: 

( 1 )  Army  Emergency  Relief,  Navy  Re¬ 
lief  Society,  or  Air  Force  Aid  Society 
(class  E).  Such  allotments  will  be  paid 
to  the  organization  at  the  station  where 
the  loan  was  made  or  National  Head¬ 
quarters,  Army  Emergency  Relief,  Wash¬ 
ington  25,  D.  C.,  when  so  authorized  by 
that  Headquarters. 

(2)  American  Red  Cross  (class  E). 
When  the  loan  is  made  by  a  Red  Cross 
Field  Director  at  a  military  installation, 
such  allotments  will  be  paid  to  the 
American  Red  Cross,  National  Head¬ 
quarters,  Washington  13,  D.  C.  When  a 
loan  is  made  by  an  American  Red  Cross 
Chapter  in  a  city  or  town,  the  allotment 
will  be  paid  to  the  chapter  making  the 
loan.  Personnel  must  indicate  proper 
Red  Cross  designation  and  address  of 
the  allottee.  Class  E  allotments  to  the 
Army  Emergency  Relief  or  the  American 
Red  dToss  will  be  made  for  a  period  of 
full  months,  and  the  commencement  and 
discontinuance  dates  will  be  stated  on 
the  allotment  authorization  form.  Such 
allotments  will  not  be  accepted  for  pe¬ 
riods  of  less  than  3  months  and  in 
amounts  less  than  $5  per  month.  The 
commanding  officer  of  enlisted  members 
concerned  will  determine  the  proper 
amount  to  be  allotted  in  accordance  with 
this  part. 

(h)  Purchase  of  United  States  Sav¬ 
ings  Bonds  (class  B  or  B-1) . 

§  538.4  Class  Q  allotments,  (a)  'The 
following  categories  of  dependents  will 
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be  designated  as  allottees  for  class  Q 
allotments: 

(1)  Wife  or  children. 

(2)  Guardian,  custodian,  etc.,  ap¬ 
pointed  for  one  or  more  dependents. 

(3)  Banking  institutions  where  de¬ 
pendent  is  in  custody  of  service  member. 

(4)  Parent  or  parents. 

(b)  Separate  allotments  will  be  made 
to  or  on  behalf  of  the  above  categories 
of  dependents  but  will  not  be  required 
to  be  made  to  each  of  the  dependents  in 
the  same  category. 

§  538.5  Minors  or  incompetents.  An 
allotment  will  not  be  made  to  a  person 
who  is  mentally  incompetent,  or  to  a 
minor  unless  the  minor  is  of  sufficient 
age  and  understanding  to  manage  his 
own  affairs  (generally  a  minor  of  16 
years  of  age  or  older).  However,  upon 
receipt  of  a  court  certificate  evidencing 
the  appointment  of  a  guardian,  an  allot¬ 
ment  may  be  made  to  the  person  who 
supplies  the  minor  or  the  incompetent 
with  the  necessities  of  life.  If  the  minor 
or  the  incompetent  is  confined  in  an 
institution,  the  grantor  may  register  the 
allotment  in  favor  of  the  institution. 

§  538.6  Pay  which  may  he  allotted — 
(a)  Military  personnel.  The  maximum 
amount  of  pay  which  may  be  allotted,  in¬ 
cluding  allotments  required  of  enlisted 
personnel  pursuant  to  the  Dependents’ 
Assistance  Act  of  1950,  will  not  exceed 
the  total  of  basic  allowance  for  quarters 
for  members  with  dependents,  basic  al¬ 
lowance  for  subsistence  for  officers  and 
warrant  officers,  and  special  pay  for  doc¬ 
tors,  dentists,  and  veterinarians,  less  the 
amount  which  must  be  withheld  for  tax 
purposes.  Commanding  officers  may 
further  restrict  the  total  amount  which 
may  be  allotted  by  servicemen  when  nec¬ 
essary  to  meet  essential  personal  needs 
of  such  servicemen. 

(b)  Civilian  employees.  An  eligible 
civilian  employee  may  allot  any  amount 
not  in  excess  of  his  basic  salary,  less  re¬ 
tirement  or  social  security  deductions 
and  Federal  withholding  tax.  Per  diem 
and  other  allowances  may  not  be  allotted. 

I  538.7  Power  of  attorney.  A  power 
of  attorney  will  not  be  accepted  to  estab¬ 
lish  a  new  allotment  or  to  change  or  dis¬ 
continue  an  existing  allotment. 

§  538.7a  Allotment  offices — (a)  Serv~ 
ice  members  on  active  duty.  Following  is 
a  list  of  the  types  of  allotments  and  the 
office  in  which  they  are  processed: 

Class  of  Allotment  and  Office 

B  and  B-1:  Bond  Allotment  Division,  Fi¬ 
nance  Center,  U.  S.  Army,  Indianapolis  49, 
Ind. 

D  and  N:  Government  Insurance  Allot¬ 
ment  Division,  Finance  Center,  U.  S.  Army, 
Indianapolis  49,  Ind. 

E:  Class  E  Allotment  Division,  Finance 
Center,  U.  S.  Army,  Indianapolis  49,  Ind. 

Q:  Class  Q  Allotment  Division,  Finance 
Center,  U.  S.  Army,  Indianapolis  49,  Ind. 

X:  The  chief  finance  officer  in  each  over¬ 
sea  command  will  designate  a  disbursing  offi¬ 
cer  within  the  command  which  he  serves  to 
pay  class  X  allotments  to  those  allottees  who 
are  residing  within  such  command. 

(b)  Retired  personnel.  Class  E  (for 
commercial  life  insurance  only),  D,  and 
N  allotments  of  retired  personnel  wher¬ 


ever  located  are  processed  by  the  Retired 
Pay  Division,  Finance  Center,  U.  S.  Army, 
Indianapolis  49,  Indiana. 

§  538.7b  Payment  to  allottees  in  for¬ 
eign  countries,  (a)  Payment  of  class  E 
or  Q  allotments  will  be  made  to  allottees 
residing  in  foreign  countries  as  follows: 

(1)  By  check  mailed  fr(Mn  the  Finance 
Center,  U.  S.  Army,  to  allottees  in  those 
countries  where  payment  in  United 
States  currency  is  not  blocked,  except  to 
allottees  in  the  Federal  Republic  of  Ger¬ 
many,  Western  Sectors  of  Occupation  of 
Berlin,  in  Japan,  and  the  Philippine 
Islands. 

( 2 )  In  military  payment  certificates  or 
local  currency,  as  appropriate,  by  desig¬ 
nated  disbursing  officers  to  allottees  in 
the  Federal  Republic  of  Germany,  West¬ 
ern  Sectors  of  Occupation  of  Berlin,  in 
Japan,  and  the  Philippine  Islands.  In 
these  instances  the  designated  disbursing 
officer  of  the  oversea  command  con¬ 
cerned  will  receive  from  the  Finance 
Center,  U.  S.  Army,  monthly  individual 
payment  authorizations,  certified  for 
payment. 

(3)  In  local  currency  by  appropriate 
disbursing  officers  (or  by  military  attach^ 
where  there  is  no  disbursing  officer)  in 
the  oversea  command  or  country  of  resi¬ 
dence  of  the  allottee,  where  payment  in 
United  States  currency  is  blocked  by 
Treasury  Department  regulations.  (In 
this  instance  disbursing  officers  will  re¬ 
ceive  from  the  Commanding  General, 
Finance  Center,  U.  S.  Army,  properly 
certified  vouchers  on  which  payment  will 
be  made,  together  with  appropriate 
instructions.) 

(b)  Service  members  on  duty  in 
Germany  or  Japan  are  not  authorized  to 
make  class  E  allotments  to  their  depend¬ 
ents  when  such  dependents  have  de¬ 
parted  from  the  United  States  to  join 
the  service  members  at  their  oversea 
stations.  Allotments  will  be  discon¬ 
tinued  during  the  month  in  which  noti¬ 
fication  is  received  by  the  service  member 
that  their  dependents  have  actually 
departed, 

f  AR  35-1900,  April  30,  19541  (Sec.  16,  30  Stat. 
981,  as  amended;  10  U.  S.  C.  894) 

[SEAL]  John  A.  EIlein, 

Major  General,  U.  S.  Army, 
Acting  The  Adjutant  General. 

IF.  B.  Doc.  54-3766;  Filed,  May  18,  1954; 

8:47  a.  m.] 


TITLE  32A->NAT10NAL  DEFENSE, 
APPENDIX 

Chapter  I — Office  of  Defense 
Mobilization 

[Defense  Mobilization  Order  III-l,  Amdt.  2] 

DMO  m-l — Policy  Directive  Govern¬ 
ing  Issuance  of  Tax  Amortization 
Certificates  Under  Section  124A  of 
THE  Internal  Revenue  Code,  and  De¬ 
fining  Extent  to  Which  Accelerated 
Amortization  Can  Be  Allowed  as  a 
Cost  in  Negotiated  Contract  Pricing 

MISCELLANEOUS  AMENDMENTS 

Defense  Mobilization  Order  III-l 
(former  DMO-11) ,  dated  August  14. 1951 
.(16  F.  R.  8098),  and  Amendment  1,  dated 


July  21, 1952  (17  F.  R.  6657),  are  further 
amended  as  follows: 

a.  Paragraphs  7,  8  and  9  of  DMO  III- 
1,  added  by  Amendment  1,  are  hereby 
rescinded  and  paragraph  10  is  renum¬ 
bered  8.  The  following  paragraph  7  is 
added: 

7.  It  is  recognized  that  cost  determi¬ 
nation  in  negotiated  contract  pricing  is 
a  function  of  the  procurement  agency 
concerned.  With  respect  to  facilities  to 
be  used  in  the  performance  of  nego¬ 
tiated  contracts  for  which  certificates 
have  been  or  will  be  issued,  the  procure¬ 
ment  agencies  concerned  will,  to  the  ex¬ 
tent  required  for  the  purpose  of  cost 
computations  in  connection  with  the 
negotiation  of  contract  prices,  have  the 
responsibility  for  determining  true  de¬ 
preciation.  The  Office  of  Defense  Mo¬ 
bilization  will,  on  request,  furnish  the 
procurement  agency  concerned  with 
such  information  as  it  has  or  is  readily 
available  to  it  which  is  pertinent  to  the 
determination  of  true  depreciation. 

b.  This  amendment  shall  take  effect 
on  May  10.  1954. 

Office  of  Defense 
Mobilization, 

Arthur  S.  Flemming, 
Director. 

[F.  R.  Doc.  54-3907;  Filed,  May  17,  1954; 

4:47  p.  m.J 


\ 

[Defense  Mobilization  Order  vn-2] 

DMO  VII-2 — P  R  O  G  R  A  M  TO  Minimizk 
Prospective  Full  Mobilization  Dk- 
.  ficiencies  of  Strategic  and  Critical 
Band  I  Materials 

rescission 

The  responsibilities  assigned  by  De¬ 
fense  Mobilization  Order-VII-2  (former 
DMO-22).  dated  October  17,  1952  (17 
F.  R.  9161,  18  F.  R.  6736),  having  been 
transferred,  reassigned  or  otherwise  pro¬ 
vided  for  pursuant  to  Reorganization 
Plan  No.  3,  effective  as  of  June  12,  1953, 
and  Executive  Order  10480  of  August  14, 
1953,  DMO-VII-2  is  hereby  rescinded. 

Office  of  Defense 
Mobilization, 

Arthur  S.  Fleming, 
Director. 

[F.  B.  Doc.  54-3908;  Filed,  May  17,  1954; 
4:47  p.  m.] 


TITLE  33— NAVIGATION  AND 
NAVIGABLE  WATERS 

Chapter  II — Corps  of  Engineers, 
Department  of  the  Army 

Part  202 — Anchorage  Regulations 

KENNEBEC  RIVER,  MAINE 

Pursuant  to  the  provisions  of  section  1 
of  the  act  of  Congress  approved  April  22, 
1940  (54  Stat.  150;  33  U.  S.  C.  180), 
§  202.4  establishing  a  special  anchorage 
area  in  Kennebec  River  at  Augusta, 
Maine,  wherein  vessels  not  more  than  65 
feet  in  length,  when  at  anchor,  shall  not 
be  required  to  carry  or  exhibit  anchor 
lights  is  hereby  prescribed,  as  follows: 
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§  202.4  Kennebec  River  at  Augusta, 
Maine.  The  area  comprises  that  portion 
of  the  waterway  on  the  east  side  of  the 
river  beginning  at  a  point  on  the  east 
shore  at  the  east  end  of  the  north  side  of 
the  highway  bridge  at  mile  43.8,  thence 
southwesterly  along  the  north  side  of  the 
bridge,  to  a  point  within  30  feet  of  the 
east  limit  of  the  project  channel,  thence 
northerly  along  a  line  30  feet  easterly  of 
and  parallel  to  the  east  limit  of  the  chan¬ 
nel  to  Kennebec  Bridge  at  mile  44.1, 
thence  easterly  along  the  south  side  of 
the  bridge  to  the  shore,  thence  along  the 
shore  to  the  point  of  beginning. 

Note:  The  area  Is  reserved  for  yachts  and 
other  recreational  craft.  Fore  and  aft  moor¬ 
ings  will  be  allowed.  Temporary  floats  or 
buoys  for  marking  anchors  in  place  will  be 
allowed  in  the  area.  Fixed  mooring  piles  or 
stakes  are  prohibited.  All  moorings  shall  be 
so  placed  that  no  vessel,  when  anchored, 
shall  at  any  time  extend  into  the  channel. 
All  anchoring  in  the  area  shall  be  under  the 
supervision  of  the  local  harbor  master  or 
such  other  authority  as  may  be  designated 
by  the  authorities  of -the  City  of  Augusta, 
Maine. 

(Regs.,  April  29.  1954,  800.212  (Kennebec 
River,  Maine) -ENGWO]  (54  Stat.  150;  33 
U.  8.  C.  180) 

[seal]  John  A.  Klein, 

Major  General,  U.  S.  Army, 
Acting  The  Adjutant  General. 

[F.  R.  Doc.  64-3763:  Filed.  May  18,  1964; 

8:46  a.  m.) 


Part  203 — ^Bridge  Regulations 
waterways  discharging  into  CHESAPEAKE 

BAY 

Pursuant  to  the  provisions  of  section  5 
of  the  River  and  Harbor  Act  of  August 
18.  1894  (28  Stat.  362;  33  U.  S.  C.  499), 
S  203.245  (f )  is  hereby  amended  to  pro¬ 
vide  for  the  closure  of  the  drawspan  of 
the  Virginia  Department  of  Highways 
bridge  across  Kinsale  Creek  at  Kinsale, 
Virginia,  prescribing  a  new  subpara¬ 
graph  (11-a),  as  follows: 

§  203.245  Navigable  waters  discharg¬ 
ing  into  the  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into  the 
Gulf  of  Mexico,  except  the  Mississippi 
River  and  its  tributaries  and  outlets; 
bridges  where  constant  attendance  of 
draw  tenders  is  not  required.  •  *  * 

(f )  Waterways  discharging  into  Chesa¬ 
peake  Bay.  *  *  * 

(11-a)  Kinsale  Creek,  Va.;  Virginia 
Department  of  Highways  bridge  at  Kin- 
sale.  The  draw  need  not  be  opened  for 
the  passage  of  vessels,  and  paragraphs 
(b)  to  (e),  inclusive,  of  this  section  shall 
hot  apply  to  this  bridge. 

•  •  *  •  • 

[Regs.,  April  30,  1954,  823  (Kinsale  Creek, 
Kinsale,  Va.)-ENGW01  (28  Stat.  362;  33 
0.  S.  C.  499) 

[seal]  John  A.  Klein, 

Major  General,  V.  S.  Army, 
Acting  The  Adjutant  General. 

IP.  R.  Doc.  54-3764;  Filed,  May  18,  1964; 

8:47  a.  m.] 

No.  97-7-2 


Part  203 — Bridge  Regulations 

WATERWAYS  DISCHARGING  INTO  CHESAPEAKE 
BAY 

Pursuant  to  the  provisions  of  section 
5  of  the  River  and  Harbor  Act  of  August 
18,  1894  (28  Stat.  362;  33  U.  S.  C.  499). 
§  203.245  (f)  (13)  is  hereby  amended  to 
provide  for  the  closure  of  the  drawspan 
of  the  Virginia  Department  of  Highways 
bridge  across  Cat  Point  Ch-eek  near  War¬ 
saw,  Virginia,  as  follows: 

§  203.245  Navigable  waters  discharg¬ 
ing  into  the  Atlantic  Ocean  south  of  and 
including  Chesapeake  Bay  and  into  the 
Gulf  of  Mexico,  except  the  Mississippi 
River  and  its  tributaries  and  outlets; 
bridges  where  constant  attendance  of 
draw  tenders  is  not  required.  •  •  • 

(f)  Waterways  discharging  into  Ches¬ 
apeake  Bay.  *  •  * 

(13)  Cat  Point  Creek,  Va.;  Virginia 
Department  of  Highways  bridge  near 
Warsaw.  The  draw  need  not  be  opened 
for  the  passage  of  vessels,  and  para¬ 
graphs  (b)  to  (e) ,  inclusive,  of  this  sec¬ 
tion  shall  not  apply  to  this  bridge. 

*  •  *  •  * 
[Regs.,  April  29,  1964,  823  (Cat  Point  Creek, 
Warsaw,  Va.  Mi  6.5-ENGWO)  J  (28  Stat.  362; 
33  U.  S.  C.  499) 

[SEAL]  John  A.  IClein, 

Major  General,  U.  S.  Army, 
Acting  The  Adjutant  General. 

[F.  R.  Doc.  64-3765;  Filed,  May  18,  1954; 

8:47  a.  m.] 


TITLE  43^UBLIC  LANDS: 
INTERIOR 

Chapter  I — Bureau  of  Land  Manage¬ 
ment,  Department  of  the  Interior 

Appendix— Public  Land  Orders 
[Public  Land  Order  964] 

New  Mexico 

withdrawing  PUBLIC  LAND  AND  RESERVED 
MINERALS  IN  PATENTED  LAND  FOR  USE  OF 
THE  ATOMIC  ENERGY  COMMISSION 

By  Virtue  of  the  authority  vested  in 
the  President  and  pursuant  to  Executive 
Order  No.  10355  of  May  26,  1952,  it  is 
ordered  as  follows: 

The  public  land  and  the  minerals  re¬ 
served  to  the  United  States  in  patented 
lands  in  the  following  described  areas 
in  New  Mexico  are  hereby  withdrawn 
from  all  forms  of  appropriation  under 
the  public-land  laws,  including  the  min¬ 
ing  but  not  the  mineral-leasing  laws, 
and  reserved  for  the  use  of  the  United 
States  Atomic  Energy  Commission: 

New  Mexico  Principal  Meridian 

T.  12  N.,  R.  9  W., 

Secs.  3  and  4; 

Sec.  8.  lots  5,  6,  11  and  12; 

Secs.  10,  14  and  15; 

Sec.  20.  EVi: 

Sec.  22; 

Sec.  27' 

Sec.  28,’n>4  and  SW%; 

Sec.  34.  NEViNWVi,  Ni4NEV4.  8E»4NEV4 
and 

T.  13  N..  R.  9  W., 

Sec.  20; 

Sec.  22.  SE^.  S^8W>A  and  NE%SWV4: 

Sec.  27; 


Sec.  28.  E«^E>4; 

Sec.  30.  lots  1  and  2,  E^^NW^^,  N^NEVi 

and  S>4SEVi; 

Sec.  32,  SWV4; 

Sec.  34. 

T.  13  N.,  R.  10  W., 

Sec.  14.  EV^; 

Sec.  18,  lots  1  and  2,  E14NW»/4; 

Sec.  24. 

T.  13  N.,  R.  11  W., 

Sec.  3,  lots  1  and  2,  S*^NEl^  and  S^^;' 

Sec.  11; 

Sec.  13.  SE^^  and  S»^NV4. 

T.  14  N.,  R.  11  W., 

Secs.  6  and  8; 

Sec.  18,  lots  3  and  4,  E»^SWV4  and  SE^^: 

Sec.  20.  NWl^; 

Sec.  28. 

The  tracts  above  described  aggregate 
about  11,400  acres  of  public  lands  and 
mineral  rights  in  about  2,300  acres  of 
non-public  lands. 

The  reservation  made  by  this  order 
shall  be  subject  to  existing  withdrawals 
or  reservations  in  so  far  as  they  affect 
any  of  the  lands. 

Orme  Lewis, 

Assistant  Secretary  of  the  Interior. 

May  13,  1954. 

[F.  R.  Doc.  64-3757;  Filed,  May  18,  1964; 

8:45  a.  m.] 

TITLE  45— PUBLIC  WELFARE 

Chapter  V — War  Claims  Commission 

Subchapter  B  Receipt,  Adjudication  and 
Payment  of  Claims 

Part  505 — ^Piling  of  Claims  and 
Procedures  Therefor 

Subchapter  C — Appeals  and  Hearings 
Part  515 — Appeals 

BCSCELLANEOUS  AMENDMENTS 

1.  Section  505.1  Claim  defined  is 
amended  by  adding  the  following  para¬ 
graph  (d) : 

(d)  All  claims  filed  pursuant  to  the 
provisions  of  section  1,  Public  Law  359, 
83d  Congress,  in  order  to  receive  con¬ 
sideration  must  be  filed  on  official  forms 
provided  by  the  War  Claims  Commission. 
When  an  informal  claim  is  received  and 
an  official  form  is  forwarded  for  com¬ 
pletion  and  execution  by  a  claimant,  such 
official  form  shall  be  considered  as  evi¬ 
dence  necessary  to  complete  the  initial 
claim,  and  unless  such  completed  official 
form  is  returned  to  the  Commission  duly 
executed  within  30  days  by  applicants 
within  the  territorial  limits  of  the  United 
States  and  within  45  days  by  applicants 
residing  outside  of  the  territorial  limits 
of  the  United  States,  the  claim  will  be 
disallowed. 

2.  Section  515.2  Appeal  form  and  time 
limitations  is  amended  by  adding  the 
following  paragraphs  (d),  (e)  and  (f) : 

(d)  Any  award  authorized  to  be  paid 
pursuant  to  the  provisions  of  section  1, 
Public  Law  359,  83d  Congress,  may  be 
appealed  at  any  time  within  60  days  from 
the  date  of  the  award  check  or  disallow¬ 
ance  letter  informing  the  claimant  of 
the  original  determination,  provided 
claimant  resides  within  the  territorial 
limits  of  the  United  States  and  within 
90  days  provided  claimant  resides  out- 
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side  the  territorial  limits  of  the  United 
States. 

(e)  Upon  failure  to  file  an  appeal 
within  the  appropriate  period  allowed 
in  paragraph  (d)  of  this  section  the 
claimant  will  be  deemed  to  have  waived 
his  right  to  appeal  and  the  decision  of 
the  Commission  shall  constitute  a  full 
and  final  disposition  of  the  case. 

(f)  All  documents,  briefs,  or  other  ad¬ 
ditional  evidence  relative  to  an  appeal 
from  the  award  or  disallowance  of  a 
claim  under  section  1,  Public  Law  359, 
83d  Congress,  shall  be  filed  with  the 
Commission  at  the  time  of  the  filing  of 
the  appeal  form,  or  within  10  days 
thereafter  except  that  if  such  docu¬ 
ments,  briefs  or  other  additional  evi¬ 
dence  8U*e  requested  by  the  Commission, 
they  shall  be  filed  within  10  days  from 
the  date  of  request  therefor  if  the 
claimant  is  within  the  continental 
United  States  or  within  45  days  from 
the  date  of  request  therefor  if  the  claim¬ 
ant  is  outside  the  continental  United 
States.  Failure  on  the  part  of  the  claim¬ 
ant  to  file  such  documents,  briefs  or 
other  additional  evidence  within  the 
time  limit  shall  be  ground  for  dismissal 
of  the  appeal  in  accordance  with  §  515.33. 

3.  Section  515.35  Rehearing  and  re¬ 
argument  is  amended  by  designating  the 
present  text  as  paragraph  (a)  and  add¬ 
ing  the  following  paragraph  (b) . 

(b)  The  provisions  of  paragraph  (a) 
of  this  section  shall  not  be  applicable  to 
claims  considered  by  the  Commission 
pursuant  to  the  provisions  of  section  1, 
PubUc  Law  359,  83d  Congress. 

(Sec.  2,  62  Stat.  1240,  50  U.  S.  C.  App.  2001) 

Whitney  Gillilland, 

Chairman, 

War  Claims  Commission. 

[P.  R.  Doc.  54-3904;  Piled,  May  18,  1954; 

8:59  a.  m.] 


TITLE  47— TELECOMMUNI¬ 
CATION 

Chapter  I — Federal  Communications 
Commission 

IDocket  No.  10964;  POC  54^-624] 

[Rules  Arndt.  3-11] 

Part  3 — Radio  Broadcast  Services 

TELEVISION  BROADCAST  STATIONS;  TABLE  OF 

assignments 

1.  The  Commission  has  under  consid¬ 
eration  its  notice  of  proposed  rule  mak¬ 
ing  issued  on  March  19,  1954  (FCC  54- 
365)  and  published  in  the  Federal  Reg¬ 
ister  on  March  24,  1954  (19  F.  R.  1585) 
proposing  to  assign  Channel  35  to  Al¬ 
bany -Schenectady-Troy,  New  York  in 
lieu  of  Schenectady,  New  York  pursuant 
to  a  petition  for  ruie  making  fiied  by  the 
Van  Curler  Broadcasting  Corporation, 
permittee  of  Station  WTRI  on  Channel 
35  at  Schenectady,  New  York. 

2.  The  last  day  for  filing  comments  in 
this  proceeding  expired  on  April  21, 1954. 
Comments  were  filed  by  the  Patroon 
Broadcasting  Co.,  Inc.  permittee  of  Sta¬ 
tion  WPTR-TV  on  (Channel  23  at  Al¬ 
bany,  New  York  and  Hudson  Valley 
Broadcasting  Company,  Inc.,  permittee 


of  Station  WROW-TV  on  Channel  41  at 
Albany,  New  York. 

3.  In  support  of  its  requested  amend¬ 
ment  petitioner  urged  that  Albany- 
Schenectady-Troy  are  considered  as  one 
business,  industrial,  and  trading  area; 
that  the  proximity  and  integration  of 
these  three  cities  warrants  the  assign¬ 
ment  of  Channel  35  to  the  communities 
in  combination ;  and  that  the  assignment 
of  Channel  35  to  Albany  and  Troy  in  ad¬ 
dition  to  Schenectady  was  originally  pre¬ 
cluded  by  the  inadequate  spacing  to 
Channel  42  in  Greenfield  and  that  this 
latter  assignment  has  been  changed, 
making  the  proposed  assignment  tech¬ 
nically  feasible. 

4.  In  its  opposition  to  the  proposed 
amendment  Patroon  urged  that  there 
were  two  UHF  television  stations  in  Al¬ 
bany;  that  the  addition  of  a  third  UHF 
station  would  adversely  affect  competi¬ 
tion  in  the  area;  that  it  is  the  intention 
of  Van  CXirler  to  move  its  studio  location 
to  Albany;  that  the  reassignment  of 
Channel  35  from  Schenectady  to  the  Al- 
bany-Schenectady-Troy  area  may  pre¬ 
clude  the  utilization  of  a  number  of  UHF 
assignments  at  some  future  date;  and 
that  Van  Curler  previously  had  an  op¬ 
portunity  to  apply  for  an  Albany  station. 
Hudson  Valley  stated  that  it  acquiesces 
in  the  proposed  amendment  “provided 
the  proposed  amendment  will  not  put 
WTRI  in  the  position  where  it  can  cir¬ 
cumvent  the  Commission’s  letter  of 
January  13,  1954,  in  re  BMP(rT-1550, 
wherein  WTRI  was  advised  that  its  pro¬ 
posal  to  locate  its  studio  in  Menands, 
New  York,  *  •  *  could  not  be  approved 
upon  the  showing  made.”  Hudson  Valley 
further  states  that  it  “reserves  the  right 
to  further  object  to  any  proposal  upon 
the  part  of  WTRI  to  identify  its  opera¬ 
tion  on  Channel  35  as  being  other  than 
authorized  to  or  licensed  to  Schenectady, 
New  York.” 

5.  In  reply  to  the  opposition  of  Pat¬ 
roon,  Van  Curler  urges  that  the  argu¬ 
ments  advanced  by  Patroon  are  not 
relevant  to  this  rule  making  proceeding; 
that  none  of  the  basic  facts  involved  in 
the  proceeding  are  challenged  by 
Patroon;  and  that  the  contention  that 
the  proposed  amendment  would  preclude 
future  UHF  assignments  is  without  merit 
in  view  of  the  fact  that  the  proposed  rule 
change  would  not  affect  the  appropriate 
reference  point  for  assignment  and  sta¬ 
tion  measurements,  which  is  the  existing 
site  of  WTRI. 

6.  The  question  presented  in  this  pro¬ 
ceeding  is  whether  Cffiannel  35  should  be 
assigned  to  Schenectady  alone  or  to 
Albany-Schenectady-Troy  in  combina¬ 
tion.  We  are  of  the  view  that  the  assign¬ 
ment  should  be  made  to  the  area  in 
combination.  In  the  Sixth  Report  and 
Order  the  Commission  assigned  Channels 
6,  *17,  23,  and  40  to  Albany-Schenec- 
tady-’Troy  and  Channel  35  to  Schenec¬ 
tady.  It  was  pointed  out  that  Channel 
35  was  assigned  to  Schenectady  rather 
than  to  the  hyphenated  area  since  it 
could  not  be  assigned  to  the  other  cities 
under  the  separation  rules  adopted. 
(See  Paragraph  320,  Sixth  Report  and 
Order.)  A  later  change  in  the  table  of 
assignments  (See  Report  and  Order  is¬ 
sued  October  2,  1953,  FCC  53-1306)  re¬ 


moved  the  confiict  with  the  assignment 
of  Channel  35  to  the  h3T>henated  area. 
Since  the  reason  for  not  assigning 
Channel  35  to  the  hyphenated  area  no 
longer  exists  it  is  our  view  that  the  as¬ 
signment  should  now  be  made.  We  are 
further  of  the  view  that  all  matters  re¬ 
lating  to  a  possible  future  request  by 
Van  Curler  for  a  removal  of  studio  site 
and  the  alleged  effects  which  may  fiow 
from  such  a  move  are  not  germane  to  the 
issue  in  this  proceeding.  Accordingly, 
the  Commission  finds  that  the  amend¬ 
ment  as  proposed  meets  the  requirements 
of  the  rules  and  would  be  in  the  public 
interest. 

7.  Authority  for  the  adoption  of  the 
amendment  is  contained  in  sections  4 
(i),  301,  303  (c),  (d),  (f),  and  (r)  and 
307  (b)  of  the  Communications  Act  of 
1934,  as  amended. 

8.  In  view  of  the  foregoing:  It  is  or¬ 
dered.  That  effective  30  days  from  pub¬ 
lication  in  the  Federal  Register,  the 
table  of  assignments  contained  in  §  3.606 
of  the  Commission’s  rules  governing 
Television  Broadcast  Stations  is  amend¬ 
ed  imder  the  State  of  New  York  as 
follows : 

1.  Delete  the  following; 

City:  Channel  No. 

Schenectady  (also  see  Albany 35 

2.  Amend  to  read  as  follows: 

City:  Channel  No, 

Albany-Schenectady-Troy__  6,  •17+23—, 

35,  41 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  U.  S.  C. 
154.  Interprets  or  applies  secs.  301,  303,  307, 
48  Stat.  1081,  1082,  as  amended,  1084;  47 
U.  S.  C.  301,  303,  307) 

Adopted;  May  12,  1954. 

Released;  May  14,  1954. 

Federal  Communications 
Commission,^ 

[seal]  Mary  Jane  Morris, 

Secretary. 

[F.  R.  Doc.  54-3867;  Piled,  May  18,  1954; 
8:58  a.  m.] 


[Docket  No.  10963;  FCC  54-621] 
[Rules  Amdt.  8-44] 

Part  8 — Stattons  on  Shipboard  in  thi 
Maritime  Service 

assignable  frequencies 

In  the  matter  of  amendment  of  Part  8 
of  the  Commission’s  rules  regarding  cer¬ 
tification  of  harmonic  suppression  capa¬ 
bilities  of  ship  transmitters  operating  on 
2738  kc;  Docket  No.  10963. 

The  Commission  instituted  the  above 
captioned  proceeding  by  the  adoption  of 
a  notice  of  proposed  rule  making  on 
March  17,  1954.  The  notice  provided  a 
period  until  April  15,  1954,  for  the  sub¬ 
mission  of  written  comments.  In  re¬ 
sponse  to  the  request  of  one  of  the  inter¬ 
ested  parties,  this  period  was  extended  to 
April  26,  1954. 

The  stated  purpose  of  the  notice  was 
“to  provide  that  the  frequency  2738  kc 
will  not  be  available  for  use  by  ship  sta¬ 
tions  after  June  1,  1954,  unless  an  ap- 


*  Commlseioner  Eennock  dissented  in 
opinion. 
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propriate  certificate  Is  filed  with  the 
Commission  attesting  to  the  elimination 
or  absence  of  second  harmonic  radiation 
capable  of  causing  harmful  interference 
to  the  operations  on  5476.5  kc*’. 

Appended  to  the  notice  was  a  pro¬ 
pose  table  specifying  the  minimum 
attenuation  of  2738  kc  second  harmonic 
radiation  which  would  be  permitted  for 
various  ranges  of  transmitter  power. 

The  comments  submitted,  in  general, 
were  in  agreement  with  the  desired  end 
result  contemplated  in  the  notice  but 
were  not  in  accord  with  the  severity  of 
the  limitations  proposed  for  several 
reasons.  Primarily,  the  consensus  ap¬ 
pears  to  be  that  a  very  high  percentage 
of  existing  ship-board  transmitting 
equipment  is  not  capable  of  meeting  the 
second  harmonic  attenuation  standards 
proposed.  Further,  existing  equipment 
could  not  be  readily  modified  to  meet 
those  standards  quickly  enough  to  meet 
the  urgency  of  the  problem  confronting 
the  Commission. 

The  majority  of  comments  received 
were  directed  toward  the  proposal  to 
stipulate  a  second  harmonic  radiation 
attenuation  of  60  db  for  vessels  operating 
with  a  power  between  3  and  150  watts. 
In  general,  those  respondents  who  com¬ 
mented  specifically  on  the  degree  of 
attenuation  indicated  that  while  they 
would  not  be  able  to  meet  the  60  db 
figure  with  existing  equipment,  they 
could  probably  achieve  an  attenuation  of 
40  db.  The  stated  inability  to  meet  the 
proposed  requii*ements,  from  a  time 
standpoint,  is  based  on  the  limited  num¬ 
ber  of  qualified  servicemen  available  and 
the  shortage  of  equipment  considered 
necessary  by  the  respondents  to  conduct 
the  tests.  Many  respondents  requested 
that  the  date  by  which  certificates  must 
be  filed  with  the  Commission  be  ad¬ 
vanced  from  June  1,  1954,  to  January  1, 
1955. 

The  suggested  reasons  for  postponing 
the  effective  date  of  the  Commission’s 
proposal  were  many  and  varied.  Some 
respondents  expressed  the  opinion  that 
by  adhering  to  the  June  1, 1954,  deadline, 
the  Commission  would  be  penalizing  the 
bulk  of  the  ships  authorized  to  operate 
on  2738  kc  because  of  excessive  second 
harmonic  radiation  from  but  a  few  ships. 
There  are  undoubtedly  many  ships  hav¬ 
ing  excessive  second  harmonic  radiation 
which  have  never  received  a  notice  of 
rule  infraction  from  the  Commission. 
This  may  be  because  of  insufBcient  Com¬ 
mission  personnel  to  pursue  the  problem 
to  the  extent  possible,  operation  of  the 
ship  transmitter  during  periods  of  the 
day  when  propagation  conditions  were 
such  that  its  second  harmonic  radiation 
was  not  detectable  at  the  Commission’s 
widely  scattered  monitoring  stations,  or 
for  various  other  reasons.  Until  such 
time  as  actual  tests  as  proposed  in  this 
proceeding  are  made  on  a  given  ship¬ 
board  installation  the  licensee  thereof 
may  be  completely  unaware  of  whether 
or  not  his  transmitter  is  emitting  exces¬ 
sive  harmonics.  The  opinion  was  also 
expressed  that  the  action  contemplated 
with  regard  to  2738  kc  would  result  in 
additional  congestion  to  2638  kc  from 


those  ships  required  to  vacate  2738  kc. 
The  length  of  time  that  such  congestion 
may  continue  on  2638  kc  will  depend  en¬ 
tirely  upon  the  willingness  of  licensees  to 
meet  the  harmonic  attenuation  require¬ 
ments  being  adopted  for  the  frequency 
2738  kc.  In  view  of  this  it  is  hoped  that 
any  such  congestion  will  be  temporary 
and  that  licensees  will  find  it  practicable 
to  resume  operation  on  2738  kc  by  fur¬ 
nishing  the  required  certificates.  In  one 
instance,  attention  was  invited  to  the 
fact  that  many  of  the  west  coast  tuna 
boats  were  now  at  sea  and  would  not 
return  to  port  prior  to  June  1,  1954.  In 
a  case  of  this  type  it  is  expected  that  the 
inter-ship  frequency  2638  kc  could  be 
utilized  in  accordance  with  existing  rules 
without  unduly  congesting  that  fre¬ 
quency.  Other  comments  included  an 
expression  that  a  stepped-up  monitoring 
program  should  sufiBce  to  alleviate  the 
problem  if  the  enforcement  is  adequately 
pursued.  Despite  a  continuing  enforce¬ 
ment  program  during  the  past  several 
months  there  has  been  negligible  im¬ 
provement  in  the  volume  of  second  har¬ 
monic  radiation  infractions.  The  sug¬ 
gestion  was  made  that  a  replacement 
frequency  be  found  for  the  aeronautical 
mobile  operations  scheduled  to  activate 
5476.5  kc.  This  has  already  been  at¬ 
tempted,  unsuccessfully.  The  frequency 
bands  allocated  by  international  agree¬ 
ment  to  the  aeronautical  mobile  service 
were  further  subdivided  into  specific 
communication  channels.  These  chan¬ 
nels,  again  by  international  agreement, 
have  been  allotted  to  specific  areas  in 
specific  countries.  Therefore,  what  may 
appear  to  be  a  clear  channel  in  the 
United  States  in  the  aeronautical  route 
band  may  be  assigned  to  Mexico  or 
Canada  and  the  attempted  use  of  such 
a  channel  by  U.  S.  operations  would  re¬ 
sult  in  mutual  interference. 

Because  of  the  difiBculty  being  experi¬ 
enced  in  achieving  a  60  db  attenuation  of 
the  second  harmonic  radiation  with  ex¬ 
isting  ship-board  installations,  in  the  3 
to  150  watts  range,  and  the  need  for 
alleviating,  as  much  as  appears  practi¬ 
cable  at  this  time,  the  harmful  inter¬ 
ference  from  such  radiation,  the 
Commission  is  amending  its  original 
proposal  to  read  as  indicated  in  the  at¬ 
tached  Appendix.  This  change  will  re¬ 
quire  only  a  40  db  attenuation  for  exist¬ 
ing  installations  if  operating  with  an 
authorized  power  of  less  than  150  watts. 
The  original  table  has  also  been  amended 
to  reflect  similar  changes  for  ship  sta¬ 
tions  operating  within  other  ranges  of 
power.  Further,  the  date  by  which  cer¬ 
tifications  must  be  filed  with  the  Com¬ 
mission,  if  a  ship  is  to  continue  to  operate 
on  2738  kc,  is  hereby  extended  from  June 
1, 1954,  to  June  15, 1954. 

The  Commission  now  has  outstanding 
a  proposal,  in  Docket  10887,  dated  Janu¬ 
ary  27,  1954,  relative  to  type  acceptance 
and  specific  limitations  for  spurious 
emissions  from  ship-board  installations. 
Therefore,  it  is  expected  that  on  a  date 
to  be  later  specified  the  required  mini¬ 
mum  attenuation  of  harmonic  radiation 
will  be  revised  upward  to  conform  more 
nearly  with  the  attenuation  table  origi¬ 
nally  proposed  in  these  proceedings.  The 


proposal  in  Docket  10887  does  not  con¬ 
template  that  licensees  will  be  required 
to  again  certificate  equipment  which  has 
already  been  certificated  in  connection 
with  Docket  10693. 

In  view  of  the  foregoing  and  pursuant 
to  sections  303  (e),  (f)  and  (r)  of  the 
Communications  Act  of  1934,  as 
amended,  it  is  ordered  that,  effective 
immediately.  Part  8  of  the  Commission’s 
rules  is  amended  as  set  forth  below. 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  U.  S.  C. 
154.  Interprets  or  applies  sec.  303,  48  Stat. 
1082,  as  amended;  47  U.  S.  C.  303) 

Adopted:  May  12,  1954. 

Released;  May  13,  1954. 

Federal  Communications 
Commission. 

[seal]  Mary  Jane  Morris, 

Secretary. 

1.  Section  8.351  (d)  Is  amended  by  in¬ 
serting  a  new  text  in  subparagraph  (1) 
to  read  as  follows; 

(1)  On  and  after  June  15,  1954,  the 
frequency  2738  kc  may  not  be  used  or 
assigned  unless  there  has  been  submitted 
to  the  Commission’s  oflBce  at  Washing¬ 
ton,  D.  C.,  by  the  licensee  or  the  appli¬ 
cant  for  such  assignment,  a  certification 
in  accordance  with  the  requirements  of 
subparagraph  (2)  of  this  paragraph. 

2.  Section  8.351  (d)  is  further 

amended  by  redesignating  subpara¬ 
graph  (2)  as  subparagraph  (3)  and  add¬ 
ing  a  new  subparagraph  (2)  to  read  as 
follows; 

(2)  The  certification  required  by  sub- 
paragraph  (1)  of  this  paragraph  shall  be 
signed  by  a  person  holding  at  least  a 
second  class  radiotelephone  operator 
license  and  shall  show  the  number  of 
such  license  and  the  class.  It  shall  state 
that  by  reason  of  tests  or  measurements 
of  the  transmitter  therein  described  and 
performed  by  the  certifier  or  under  his 
supervision,  he  has  determined; 

(i)  That  the  level  of  any  emission  ap¬ 
pearing  on  the  second  harmonic  fre¬ 
quency  of  the  carrier  frequency  2738  kc 
is  attenuated  below  the  level  of  the  un¬ 
modulated  carrier  on  the  frequency  2738 
kc  by  not  less  than  the  amount  shown  in 
the  following  table: 

Maximum  authorized  trans¬ 
mitter  power  as  specifi¬ 
cally  defined  In  section  Attenuation 

8.7  (11):  in  decibels^ 

Up  to  and  including  150  watts _  40 

Over  150  watts  up  to  and  Including 

600  watts _  50 

Over  600  watts _ -  60 

*  This  provision  Is  promulgated  as  an  emer¬ 
gency  measure  to  reduce  interference  with 
outstanding  equipment.  Attention  Is  Invited 
to  the  more  stringent  requirements  proposed 
In  Docket  10887. 

and 

(ii)  That  the  transmitter  meets  the 
foregoing  requirements  without  modi¬ 
fication  or  in  the  event  that  modification 
of  the  transmitter  was  found  to  be  neces¬ 
sary,  a  specific  description  of  such  modi¬ 
fication,  including  a  description  of  any 
wave  trap  or  device  which  was  utilized. 

(P.  R.  Doc.  54-3868;  Piled.  May  18.  1954; 

8:58  a.  m.] 
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RULES  AND  REGULA-RONS 


(Docket  No.  10776;  FCC  64r^l61 
[Rules  Arndt.  9-5] 

Part  9 — ^Aviation  Services 

MISCELLANEOUS  AMENDMENTS 

In  the  matter  of  amendment  of  Part  ^ 
of  the  Commission’s  rules  governing 
Aviation  Services;  Docket  No.  10776. 

At  a  session  of  the  Federal  Communi¬ 
cations  Commission  held  at  its  offices  in 
Washington,  D.  C.,  on  the  12th  day  of 
May  1954; 

The  Commission  having  under  consid¬ 
eration  its  proposals  in  the  above- 
entitled  matter;  and 
It  appearing  that  in  accordance  with 
the  requirements  of  section  4  (a)  of  the 
Administrative  Procedure  Act,  general 
notice  of  proposed  rule  making  in  the 
above -entitled  matter,  which  made  pro¬ 
vision  for  submission  of  written  com¬ 
ments  by  interested  parties,  was  duly 
published  in  the  Federal  Register  on 
December  2,  1953  (18  F.  R.  7661)  and 
that  the  period  provided  for  the  filing  of 
comments  has  now  expired;  and 
It  further  appearing  that  comments 
were  received  with  respect  to  §§  9.105 

(а)  (2),  (3),  9.313,  and  9.1102;  one  com¬ 
ment  was  received  requesting  the  Com¬ 
mission  to  add  a  new  section  to  the  rules 
which  would  specify  the  procedure  to  be 
followed  by  applicants  with  respect  to 
making  application  for  Aeronautical 
Metropolitan  Stations;  one  comment 
urged  the  Commission  to  provide  in  the 
rules,  operating  service  arrangements 
for  Aeronautical  Metropolitan  Stations 
sunilar  to  those  applicable  to  aeronauti¬ 
cal  en  route  stations;  one  comment  was 
received  requesting  the  Commission  to 
assign  an  exclusive  frequency  in  the  108- 
130  Me  band  for  National  Air  Taxi  Serv¬ 
ice  and  requested  that  the  National  Air 
Taxi  Conference  be  afforded  an  oppor¬ 
tunity  of  a  public  hearing  on  its  request 
prior  to  the  adoption  of  the  proposed 
amendments  here  under  consideration; 
and,  one  reply  comment  was  received  in 
opposition  to  the  comment  filed  by  the 
National  Air  Taxi  Conference;  and 

It  further  appearing  that  no  comments 
were  filed  in  opposition  to  §§  9.10  (k) 

(б) .  9.321  (d),  9.1101,  or  9.1103;  and 

It  further  appearing  that  with  regard 
to  §  9.105  (a)  (2)  the  comments  re¬ 
quested  that  this  section  be  modified  to 
(1)  include  all  aircarriers,  (2)  permit 
the  use  of  FCC  Form  400  for  fieet  licens¬ 
ing  purposes,  (3)  include  provisions  for 
posting  of  FCC  Form  400  authorizations, 
(4)  issue  authorizations  for  the  total 
number  of  aircraft  in  a  fieet.  plus  not 
more  than  10  percent,  in  order  to  avoid 
the  necessity  of  modifying  the  license 
each  time  an  aircraft  is  added  to  a  fieet, 
and  (5)  dispense  with  the  requirement 
of  specifying  the  registration  number  of 
each  aircraft  in  a  fieet  when  making 
application  for  a  single  instrument  of 
authorization,  and; 

It  further  appearing  that  v^ith  further 
reference  to  §  9.105  (a)  (2)  the  comments 
submitted  in  connection  with  items  (1), 
(4),  and  (5)  above,  are  reasonable;  how¬ 
ever,  with  regard  to  items  (2)  and  (3), 
above,  the  matters  referred  to  therein 
were  not  a  part  of  this  rule  making  pro¬ 
ceeding  and  the  comments  submitted 
thereon  will  not  be  considered  at  this 
time;  and 


It  further  appearing,  that  with  ref¬ 
erence  to  the  comments  on  items  (1) ,  (4) , 
and  (5) ,  above,  it  is  appropriate  to  men¬ 
tion  that  FCC  Form  404,  Application  for 
Aircraft  Radio  Station  License,  is  now 
in  the  process  of  revision  and  is  to  in¬ 
clude  provisions  for  licensing  all  tsres  of 
aircraft  radio  stations  as  well  as  provi¬ 
sions  for  fleet  licensing,  and  provision 
is  to  be  made  in  the  revised  form  to  per¬ 
mit  application  for  the  number  of  air¬ 
craft  radio  stations  considered  necessary 
to  meet  the  immediate  needs  of  an  appli¬ 
cant.  plus  a  reasonable  number  of  addi¬ 
tional  stations,  to  allow  for  future  ex¬ 
pansion  of  the  fleet;  and 

It  further  appearing  that  with  refer¬ 
ence  to  comments  received  requesting 
deletion  of  the  provision  from  §  9.105  (a) 
(3)  which  requires  an  applicant  engaged 
in  interchange  or  lease  agreement  opera¬ 
tions  to  specify,  in  advance,  the  number 
of  such  aircraft  involved,  the  Commis¬ 
sion  is  of  the  opinion  that  the  request  is 
reasonable  inasmuch  as  the  authorizsk- 
tions  which  will  be  issued  to  scheduled 
air  carriers  engaged  in  interchange  or 
lease  agreement  operations  authorized 
by  the  Civil  Aeronautics  Board  will  per¬ 
mit  interchange  of  all  aircraft  in  the 
fleets  of  the  air  carriers  involved;  and 

It  further  appearing  that  with  refer¬ 
ence  to  comments  suggesting  that  |  9.313 
(a)  and  (b)  be  modified  in  a  manner 
W'hich  would  clarify  the  provisions  of 
Article  30  of  the  International  C^ivll 
Aviation  (Conference  (ICAO  Agreement 
in  order  to  avoid  possible  misinterpreta¬ 
tion  thereof,  the  Commission  is  of  the 
opinion  that  the  request  is  reasonable 
and  §  9.313  has  been  amended  as  shown 
below;  and 

It  further  appearing,  that  with  refer¬ 
ence  to  comments  urging  that  §  9.1102 
be  modified  by  making  a  specific  fre¬ 
quency  available  for  Aeronautical  Metro¬ 
politan  Stations,  the  Commission  is  of 
the  opinion  that  this  request  should  not 
be  granted,  inasmuch  as  frequencies  al¬ 
located  to  the  several  aeronautical  en- 
route  chains  and  feeders  are  to  be  avail¬ 
able  for  assignment  to  such  stations,  and 
the  establishment  of  each  facility  will 
be  considered  on  an  individual  basis  in 
order  to  avoid  interference  to  existing 
aeronautical  enroute  stations  and  other 
Aeronautical  Metropolitan  Stations ;  and 

It  further  appearing  that  with  refer¬ 
ence  to  comments  submitted  which  urged 
the  Commission  to  include  in  the  Aero¬ 
nautical  Metropolitan  section  of  the 
rules  provisions  similar  to  those  applica¬ 
ble  to  aeronautical  enroute  stations 
which  relate  to  the  furnishing  of  radio 
communication  service  to  any  aircraft 
station  licensee  who  makes  cooperative 
arrangements  for  such  service,  similar 
provisions  have  been  included  in  §  9.1104 
of  thfe  rules;  and 

It  further  appearing  that  with  refer¬ 
ence  to  a  comment  received  which  re¬ 
quested  the  Commission  to  add  a  new 
section  concerning  the  procedure  for 
obtaining  authorizations  for  Aeronauti¬ 
cal  Metropolitan  Stations  which  would 
permit  an  applicant  to  apply,  on  a  single 
application,  for  such  station  together 
with  the  aeronautical  mobile  stations 
located  at  numerous  subordinate  landing 
areas,  a  new  section,  9.1105,  has  been 


added  which  embodies,  in  substance,  the 
request;  and 

It  further  appearing  that  with  refer¬ 
ence  to  the  comments  received  from  the 
National  Air  Taxi  Conference,  the  Com¬ 
mission  is  of  the  opinion  that  the  sub¬ 
ject  matter  referred  to  therein  is  not 
germane  to  the  proceedings  in  Docket 
No.  10776  and  should  not  be  considered 
at  this  time;  and 

It  further  appearing  that  no  reply 
comments  were  filed  in  opposition  to  the 
comments  affecting  §§  9.105  (a)  (2),  (3), 
9.1102,  or  9.1104;  or  to  the  proposed 
addition  of  §  9.1105;  and 

It  further  appearing  that  the  modifi¬ 
cations  of  the  proposed  amendments  as 
referred  to  herein  were  made  as  a  result 
of  comments  requesting  the  modifica¬ 
tions,  or  they  are  procedural  or  minor  in 
nature;  and 

It  further  appearing  that  the  proposed 
amendments  are  issued  pursuant  to  the 
authority  of  sections  4  (i),  303  (b),  (c), 
(f),  and  (r)  of  the  Communications  Act 
of  1934,  as  amended; 

It  is  ordered.  That,  effective  June  28, 
1954,  Part  9  of  the  Commission’s  rules 
governing  Aviation  Services  is  sunended 
as  shown  below. 

It  is  further  ordered,  That,  with  ref¬ 
erence  to  the  petition  filed  November  28, 
1952,  by  ARINC,  this  order  disposes  of 
those  parts  which  pertain  to  matters 
referred  to  herein. 

(Sec.  4,  48  Stat.  1066,  as  amended;  47  XT.  S.  C, 
154.  Interprets  or  applies  sec.  303,  48  Btat 
1082,  as  amended:  47  XT.  S.  C.  303) 

Released:  May  13,  1954. 

Federal  Commxjnications 
Commission. 

[seal]  Mart  Jane  Morris, 

Secretary. 

1.  Subparagraph  (6)  is  added  to  §  9.10 
(k)  to  read  as  follows: 

§  9.10  Definition  of  terms.  •  *  • 

(k)  Aeronautical  station.  *  *  * 

(6)  Aeronautical  metropolitan  station. 
An  aeronautical  station  used  for  com¬ 
munications  with  aircraft,  including 
helicopters,  operating  between  a  main 
air  terminal  of  a  metropolitan  area  and 
subordinate  landing  areas. 

2.  Change  the  present  designation  of 
§  9.105  (a)  to  §  9.105  (a)  (1)  and  add 
subparagraphs  (2)  and  (3)  to  read  as 
follows: 

§  9.105  Application  for  aircraft  radio 
station  license — (a)  Application  for  air 
carrier  aircraft  radio  station  license. 

(a)  •  •  • 

(2)  An  aircarrier,  in  submitting  ap¬ 
plications  for  aircraft  radio  station 
licenses,  may  specify  on  a  single  FCC 
Form  404,  the  total  number  of  aircarrier 
aircraft  radio  stations  in  the  fleet.  Such 
an  application  may  include  a  request  for 
a  single  instrument  of  authorization  for 
the  operation  of  all  radio  stations  aboard 
the  aircraft  of  the  fleet.  A  report  shall 
be  filed  annually  with  the  Commission 
specifsdng  the  type  and  registration 
number  of  each  aircraft  in  the  fleet. 

(3)  Any  scheduled  U.  S.  air  carrier, 
conducting  operations  pursuant  to  an 
interchange  or  lease  agreement  author¬ 
ized  by  the  Civil  Aeronautics  Board,  may 
include  in  its  application,  filed  in  accord- 
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ance  with  subparagraph  (2)  of  this  para¬ 
graph,  a  request  for  permission  to 
temporarily  transfer  the  control  of  any 
of  its  air  carrier  aircraft  radio  stations 
to  another  U.  S.  scheduled  air  carrier, 
currently  licensed  by  the  P.  C.  C.,  with 
whom  it  has  such  an  interchange  or  lease 
agreement,  in  order  to  enable  such  car¬ 
rier  to  operate  the  station  while  the 
interchange  or  lease  agreement  is  in 
effect.  Such  request  must  specify  the 
names  of  the  scheduled  air  carriers  par¬ 
ticipating  in  the  interchange  or  lease 
agreement  who  will  operate  such  air¬ 
craft,  including  the  radio  station  aboard. 

3.  Section  9.313  is  added  to  read  as 
follows: 

§  9.313  Foreign  aircraft  stations  op¬ 
erating  within  the  U.  S.  (a)  Aircraft  of 
member  States  of  the  ICAO  may,  in  or 
over  the  United  States,  carry  radio  trans¬ 
mitting  apparatus  only  if  a  license  to 
install  and  operate  such  apparatus  has 
been  issued  by  the  appropriate  authori¬ 
ties  of  the  State  in  which  the  aircraft 
is  registered.  The  use  of  radio  trans¬ 
mitting  apparatus  in  or  over  the  United 
States  shall  be  in  accordance  with  the 
rules  and  regulations  of  this  i>art. 

(b)  Radio  transmitting  apparatus  on 
aircraft  of  member  States  of  the  ICAO 
referred  to  in  paragraph  (a). of  this  sec¬ 
tion  may  be  operated  only  by  members  of 
the  flight  crew  who  are  provided  with  a 


radio  operator  license  of  the  proper  class, 
issued  or  recognized  by  the  appropriate 
authorities  of  the  State  in  which  the  air¬ 
craft  is  registered. 

4.  Section  9.321  (d)  is  amended  to  read 
as  follows: 

§  9.321  Frequencies  available.  •  •  • 
(d)  The  aeronautical  frequencies 
listed  under  §  9.432  are  also  available  to 
air  carrier  aircraft  upon  showing  that 
agreements  have  been  made  with  the  li¬ 
censee  of  appropriate  ground  stations. 

A  new  subpart  entitled  Aeronauti¬ 
cal  Metropolitan  Station,  containing 
§§  9.1101  through  9.1105  is  added  to  read 
as  follows: 

9.1101  Eligibility  for  station  license. 

9.1102  Frequencies  available. 

9.1103  Points  of  communication. 

9.1104  Scope  of  service. 

9.1105  Application  for  Aeronautical  Metro¬ 

politan  Station. 

AERONAUTICAL  METROPOLITAN  STATION 

§  9.1101  Eligibility  for  station  license. 
Authorizations  for  Aeronautical  Metro¬ 
politan  Stations  will  be  issued  only  to  the 
licensee  of  the  Aeronautical  Enroute 
Station  operating  in  the  Metropolitan 
Area. 

§  9.1102  Frequencies  available.  The 
frequencies  available  for  aeronautical 
enroute  stations  are  available  for  as¬ 
signment  to  aeronautical  metropolitan 
stations. 


?  9.1103  Points  of  communication. 
Aeronautical  Metropolitan  Stations  are 
authorized  to  communicate  primarily 
with  aircraft  and  are  authorized  second¬ 
arily  to  inter-communicate  with  other 
Aeronautical  Metropolitan  Stations 
within  the  same  metropolitan  area. 

§  9.1104  Scope  of  service.  Aeronau¬ 
tical  Metropolitan  Stations  shall  trans¬ 
mit  only  communicatiijns  for  the  safe, 
expeditious  and  economical  operation  of 
aircraft  operating  between  a  main  air 
terminal  of  a  metropolitan  area  and 
subordinate  landing  areas.  Aeronautical 
Metropolitan  Stations  shall  provide 
nonpublic  service  of  the  particular  class 
authorized,  without  discrimination,  to 
any  aircraft  station  licensee  who  makes 
cooperative  arrangements  for  the  opera¬ 
tion  and  maintenance  of  the  Aeronau¬ 
tical  Metropolitan  Stations  which  are  to 
furnish  such  service  and  for  shared  lia¬ 
bility  in  the  operation  of  the  stations. 

§  9.1105  Application  for  Aeronautical 
Metropolitan  Station.  An  application  on 
PCC  Form  401  may  be  submitted  for 
construction  permit  for  any  number  of 
Aeronautical  Metropolitan  Stations  for 
the  same  licensee  in  a  metropolitan 
area.  The  application  shall  specify  the 
location  of  the  station  at  the  main  air 
terminal  and  the  location  of  each  sta¬ 
tion  at  subordinate  landing  areas. 

IP.  R.  Doc.  64-3869:  PUed,  May  18,  1954; 
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DEPARTMENT  OF  AGRICULTURE 

Agricultural  Marketing  Service 
[  7  CFR  Part  40  1 

Dry  Whole  Milk 

U.  S.  STANDARDS  FOR  GRADES  * 

Notice  is  hereby  given  that  the  United 
States  Department  of  Agriculture  is  con¬ 
sidering  the  issuance,  as  hereinafter 
proposed,  of  United  States  Standards  for 
Grades  of  Dry  Whole  Milk,  pursuant  to 
the  authority  contained  in  the  Agricul¬ 
tural  Marketing  Act,  1946  (60  Stat.  1087; 

7  U.  S.  C.  1621  et  seq.) .  All  persons  who 
desire  to  submit  written  data,  views,  or 
arguments  for  consideration  in  connec¬ 
tion  with  the  proposed  standards  should 
file  the  same,  in  duplicate,  with  the 
Director,  Dairy  Division,  Agricultural 
Marketing  Service,  United  States  De¬ 
partment  of  Agriculture,  Washington 
25,  D.  C.  not  later  than  the  close  of  busi¬ 
ness  on  the  30th  day  after  publication  of 
this  notice  in  the  Federal  Register. 

The  proposed  standards  are  as  follows: 

DEFINITION 

§  40.1  Dry  whole  milk.  “Dry  whole 
niilk”  (made  by  the  spray  process  or  the 
atmospheric  roller  process)  is  the  prod- 


*  Compliance  with  these  standEirds  does 
not  excuse  failure  to  comply  with  the  pro¬ 
visions  of  the  Federal  Food.  Drug,  smd  Cos- 
*netlc  Act. 


uct  resulting  from  the  removal  of  water 
from  milk  and  contains  the  lactose,  milk 
proteins,  milk  fat,  and  milk  minerals 
in  the  same  relative  proportions  as  in 
the  fresh  milk  from  which  made. 

(a)  The  term  “milk,”  when  used  in 
this  part,  means  milk  produced  by 
healthy  cows  and  pasteurized  at  a  tem¬ 
perature  of  143*  F.  for  30  minutes  or  its 
equivalent  in  bacterial  destruction  be¬ 
fore  or  during  the  manufacture  of  the 
dry  whole  milk. 

U.  S.  GRADES 

§  40.2  Nomenclature  of  U.  S.  grades — 
(a)  Nomenclature.  The  nomenclature 
of  U.  S.  Grades  is  U.  S.  Premium,  U.  S. 
Extra,  and  U.  S.  Standard. 

§  40.3  Basis  for  determination  of 
V.  S.  grades.  The  U.  S.  grades  of  dry 
whole  milk  are  determined  hereunder  on 
the  basis  of  flavor  and  odor,  physical  ap¬ 
pearance,  bacterial  estimate,  butterfat 
content,  coliform  estimate,  copper  con¬ 
tent,  iron  content,  moisture  content, 
oxygen  content,  scorched  particle  con¬ 
tent,  solubility  index,  and  titratable 
acidity. 

§  40.4  U.  S.  Premium  grade — (a) 
Raw  milk  requirements.  The  raw  whole 
milk  used  in  the  production  of  U.  S. 
Premium  grade  dry  whole  milk  shall 
meet  the  following  requirements : 

(1)  The  bEUJterial  content  of  the  bulk 
milk,  as  estimated  by  the  direct  micro¬ 
scopic  clump  count,  shall  be  the  basis 


for  determination  of  the  bacterial  qual¬ 
ity  of  the  raw  milk  supply. 

(2)  A  representative  sample  of  each 
bulk  milk  lot  shall  be  taken  at  the  near¬ 
est  point  prior  to  the  first  heat  processing 
which  is  consistent  with  the  equipment 
and  operation  of  the  plant.  This  may  be 
a  storage  tank  within  the  processing 
plant,  a  tank  truck,  or  a  storage  tank  in 
the  receiving  station.  Drip  sampling 
over  hourly  intervals  is  permitted,  but 
the  sample  must  be  maintained  at  50°  F. 
or  lower  during  sampling.  The  bacterial 
estimate  of  a  sample  shall  normally  be 
based  upon  one  representative  smear 
from  the  sample.  If  desired,  three  ad¬ 
ditional  smears  may  be  made.  In  such 
case,  the  bacterial  estimate  of  the  sample 
shall  be  the  log  average  of  the  smears 
made. 

(3)  The  average  weighted  bacterial 
direct  clump  count  of  the  bulk  milk  sup¬ 
ply  shall  not  exceed  5  million  per  ml., 
and  no  bulk  milk  with  a  clump  count  in 
excess  of  10  million  per  ml.  shall  be 
accepted.  The  bacterial  estimate  of  the 
bulk  supply  for  any  day  shall  be  the 
weighted  average  bacterial  direct  clump 
count  of  all  samples  of  bulk  milk  taken 
from  the  milk  supply  that  day.  How¬ 
ever,  the  manufacturer  shall  have  a  48- 
hour  probational  period  from  the  end 
of  Uie  processing  day  on  which  initial 
inspection  is  made,  during  which  time  the 
weighted  average  bacterial  direct  clump 
count  of  the  bulk  milk  may  exceed  5 
million,  but  no  bulk  milk  used  shall  ex- 
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ceed  10  million.  If  in  any  subsequent 
inspection  the  weighted  average  bacterial 
direct  clump  count  exceeds  5  million  per 
ml.,  the  manufacturer  shall  not  be  per¬ 
mitted  to  produce  “Premium”  grade  dry 
whole  milk  until  such  time  as  the  In¬ 
spection  and  Grading  Branch.  Dairy  Di¬ 
vision.  U.  S.  Department  of  Agriculture 
determines  that  the  milk  supply  is  in 
compliance.  The  weighted  average  bac¬ 
terial  direct  clump  count  of  a  bulk  milk 
supply  shall  be  calculated  by  the  follow¬ 
ing  formula: 

XfPTXljOC  HI 

Weighted  log  average = - - where 

W  Lb  the  weight  of  bulk  mUk  with  a  direct 
mlcroecc^ic  clump  count  B.  Common 
(Logi*)  logarithms  will  be  iised  for  this  cal¬ 
culation.  The  following  is  an  example  of 
how  the  formula  works: 

(I)  W= weight  of  Individual  lot. 

(II)  2:W^  =  the  sum  of  the  weights  of  all 
lots. 

(III)  Log  B=the  log  of  the  direct  micro¬ 
scopic  count  of  the  lot. 

(Iv)  2|l^xLog  Bl=the  sum  of  products 
of  the  weight  of  each  lot  multiplied  by  the 
log  of  its  direct  microscopic  count. 


W  Produce  of 


(thoufand  pounds) 

10 

8 

100 

5 

4 

5 

irxlx)g  B  WXLog  B 
10X6.1  -  61.0 

8X7. 0  -  66. 0 

100X6. 8  -  680. 0 

6X4. 0  -  20. 0 

4X6.5  »  26.0 

3X6. 6  -  19. 8 

2W-130 

nW'XLog  B]=. 

862.8 

Weighted  log  average 

XlWXLog  Bl_ 

862.8 

“  2W 

130 

Antilog  6.637=  4.336,000. 

The  Antilog  6.637=  4.336.000  as  taken  from 
page  183  of  the  Milk  Ordinance  and  Code, 
1953  Recommendations  of  the  Public  Health 
Service. 

(b)  Plant,  receiving  stations,  equips 
ment,  operations,  personnel,  and  trans¬ 
portation  facilities  requirements.  Plant, 
receiving  stations,  equipment,  opera¬ 
tions.  personnel,  and  transportation  fa¬ 
cilities  used  in  the  production  of  U.  S. 
Premium  grade  dry  whole  milk  shall 
meet  the  requirements  of  the  United 
States  Department  of  Agriculture  pub¬ 
lication  entitled  “Instructions  Govern¬ 
ing  Plants  Operating  as  Official  Plants 
Processing  and  Packaging  Dairy  Prod¬ 
ucts”  obtainable  from  the  Dairy  Division. 
Agricultural  Marketing  Service,  S. 
Department  of  Agriculture,  Washington 
25.  D.  C. 

(c)  U.  S.  Premium  grade  spray  proc¬ 
ess  requirements.  Dry  whole  milk 
manufactured  by  the  spray  process  con¬ 
forms  to  the  requirements  of  paragraphs 
(a)  and  (b)  of  this  section  and  to  the 
following  additional  requirements: 

(1)  Flavor  and  odor  (applies  equally 
to  the  reliquefied  form).  Sweet.  It 
may  have  slight  cooked  flavors  and  odors, 
but  is  free  from  all  other  off-flavors  and 
odors. 

<  2 )  Physical  appearance.  Is  white  or 
light  cream  color;  free  from  lumps  that 
do  not  break  up  under  slight  pressure; 
and  free  from  noticeable  brown  and 
black  scorched  particles. 

(3)  Bacterial  estimate.  Not  more 
than  30,000  per  gram. 

(4)  Butter  fat  content.  Not  less  than 
26.0  percent. 

(5)  Conform  estimate.  Not  more 
than  90  per  gram. 


(6)  Copper  content.*  Not  more  than 

1.5  p.  p.  m. 

(7)  Iron  content.*  Not  more  than 
10  p.  p.  m. 

(8)  Moisture  content.  Not  more  than 
2.25  percent. 

(9)  Oxygen  content.  Not  more  than 
2  percent. 

(10)  Solubility  index.  Not  more  than 
0.50  ml. 

(11)  Scorched  particle  content.  Not 
more  than  7.5  mg. 

(12)  Titratable  acidity.  Not  more 
than  0.15  percent. 

§  40.5  V.  S.  Extra  grade — (a)  Spray 
process.  Dry  whole  milk  manufactured 
by  the  spray  process  conforms  to  the 
following  requirements: 

(1)  Flavor  and  odor  (applies  equally 
to  the  reliquefied  form).  It  may  have 
definite  cooked  flavors  and  odors  and 
other  off-flavors  to  a  slight  degree  but 
is  free  from  objectionable  flavors  and 
odors.  * 

(2)  Physical  appearance.  Is  white  or 
light  cream  color;  free  from  lumps  that 
do  not  break  up  under  moderate  pres¬ 
sure;  and  practically  free  from  brown 
and  black  scorched  particles. 

(3)  Bacterial  estimate.  Not  more 
than  50,000  per  gram. 

(4)  Butterfat  content.  Not  less  than 
26.0  percent. 

(5)  Conform  estimate.  No  require¬ 
ment. 

(6)  Copper  content.*  Not  more  than 

1.5  p.  p.  m. 

(7)  Iron  content.*  Not  more  than  10 
p.  p.  m. 

(8)  Moisture  content.  Not  more  than 

2.5  percent. 

(9)  Oxygen  content.  If  gas  packed, 
not  more  than  3  percent. 

(10)  Scorched  particle  content.  Not 
more  than  15.0  mg. 

(11)  Solubility  index.  Not  more  than 
0.50  ml. 

(12)  Titratable  acidity.  Not  more 
than  0.15  percent. 

(b)  Roller  process.  Dry  whole  milk 
manufactured  by  the  roller  process  con¬ 
forms  to  the  requirements  in  paragraph 
(a)  of  this  section,  except  that  the  solu¬ 
bility  index  is  not  more  than  15.0  ml., 
the  scorched  particle  content  is  not  more 
than  22.5  mg.,  and  the  moisture  content 
is  not  more  than  3.0  percent. 

§  40.6  U.  S.  Standard  grade — (aV 
Spray  process.  Dry  whole  milk  manu¬ 
factured  by  the  spray  process  conforms 
to  the  following  requirements: 

(1)  Flavor  and  odor  (applies  equally 
to  the  reliquefied  form).  It  may  have 
definite  scorched  and  storage  flavors  and 
odors,  but  has  no  other  objectionable 
flavors  and  odors. 

(2)  Physical  appearance.  Is  white  or 
light  cream  color;  free  from  lumps  that 
do  not  break  up  under  moderate  pres¬ 
sure;  and  may  have  moderate  amount 
of  brown  and  black  scorched  particles. 

(3)  Bacterial  estimate.  Not  more 
than  100,000  per  gram. 

(4)  Butterfat  content.  Not  less  than 
26.0  percent. 


*This  test  Is  not  required  if  equipment 
surfaces  coming  in  contact  with  the  milk 
are  free  of  copper.  Iron,  or  capper  alloys. 


(5)  Conform  estimate.  No  require¬ 
ment. 

(6)  Copper  content.  No  requirement, 

(7)  Iron  content.  No  requirement. 

(8)  Moisture  content.  Not  more  than 
3.0  percent. 

(9)  Oxygen  content.  No  requirement 

(10)  Scorched  particle  content.  Not 
more  than  22.5  mg. 

(11)  Solubility  index.  Not  more  than 
1.0  mL 

(12)  Titratable  acidity.  Not  more 
than  0.17  percent. 

(b)  Roller  process.  Dry  whole  milk 
manufactured  by  the  roller  process  con¬ 
forms  to  the  requirements  prescribed  in 
paragraph  (a)  of  this  section  except  that 
the  solubility  index  is  not  more  than  15.0 
ml.,  the  scorched  particle  content  is  not 
more  than  32.5  mg.,  and  the  moisture 
content  is  not  more  than  4.0  percent, 

TEST  METHODS 

§  40,7  Test  methods,  (a)  The  test 
methods  contained  in  “Methods  of  Labo¬ 
ratory  Analyses  for  Dry  Whole  Milk  and 
Nonfat  Dry  Milk  Solids.”  United  States 
Department  of  Agriculture,  May  1951 
(Mimeo.),  obtained  from  Dairy  Division, 
Agricultural  Marketing  Service,  are  used 
to  determine  bacterial  estimate,  butter¬ 
fat  content,  coliform  estimate,  copper 
content,  iron  content,  moisture  content, 
oxygen  content,  scorched  particle  con¬ 
tent,  solubility  index,  and  titratable 
acidity. 

(b)  The  test  methods  contained  in  the 
publication  “Standard  Methods  for  the 
Examination  of  Dairy  Products”  Tenth 
Edition,  1953,  published  by  the  American 
Public  Health  Association,  1790  Broad¬ 
way,  New  York,  New  York  are  used  on 
the  raw  milk  to  determine  the  direct 
microscopic  clump  count. 

EXPLANATION  OF  TERMS 

§  40.8  Explanation  of  terms — (a) 
Explanation  of  terms  with  respect  to 
flavor  and  odor — (1)  Slight.  Detected 
only  upon  critical  examination. 

(2)  Definite.  Not  intense  but  readily 
detectable. 

(3)  Objectionable.  Flavors  and  odors, 
such  as  fishy,  cheesy,  scorched,  storage, 
oxidized,  rancid,  tallowy,  soapy,  or  others 
equally  objectionable. 

(60  Stat.  1090;  7  U.  S.  C.  1624) 

Done  at  Washington,  D.  C.,  this  13th 
day  of  May  1954. 

[seal]  Roy  W.  Lennartson, 
Deputy  Administrator, 
Agricultural  Marketing  Service. 

[P.  R.  Doc.  54-3769;  Filed,  May  18,  1954; 

8:48  a.  m.] 


Agricultural  Research  Service 
[  7  CFR  Part  301  1 

Pink  Boll  worm 

REGULATED  AREAS 

Notice  is  hereby  given  under  section  4 
of  the  Administrative  Procedure  Act  (5 
U.  S.  C.  1003)  that  the  Administrator  of 
the  Agricultural  Research  Service,  pur¬ 
suant  to  sections  8  and  9  of  the  Plant 
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Quarantine  Act  of  1912,  as  amended 
(7  U.  S.  C.  161,  162),  is  considering 
amending  §  301.52-2  (b)  of  the  regu¬ 
lations  supplemental  to  the  quarantine 
relating  to  the  pink  boUworm  (7  CFR 
and  Supp.  301.52-2  (b),  as  amended, 
18  F.  R.  6348  and  7339,  19  F.  R.  1787) ,  to 
read  as  follows: 

§  301.52-2  Regulated  areas.  *  •  • 

(b)  Lightly  infested  areas. 

Arizona.  Ctountles  of  Ctochlse,  Graham, 
Greenlee,  and  Santa  Cruz,  and  all  of  Pima 
County  except  that  portion  lying  west  of  the 
west  line  of  Range  9  East. 

Arkansas.  Counties  of  Columbia,  Hemp¬ 
stead,  Howard,  Lafayette,  Little  River,  Miller, 
Nevada,  and  Sevier. 

Louisiana.  Parishes  of  Allen,  Beaiuregard, 
BlenvUle,  Bossier,  Caddo,  Calcasieu,  Cameron, 
Claiborne,  De  Soto,  Jefferson  Davis,  Lincoln, 
Natchitoches,  Red  River,  Sabine,  Union,  Ver¬ 
milion,  Vernon,  and  Webster. 

New  Mexico.  Covmties  of  Catron,  Chaves, 
Curry,  De  Baca,  Dona  Ana,  Eddy,  Grant, 
Hidalgo,  Lea,  Luna,  Otero,  Quay,  Roosevelt, 
Sierra,  Socorro,  and  Valencia. 

Oklahoma.  The  entire  State. 

Texas.  The  entire  State  except  those 
'Counties  in  the  heavily  infested  area. 

The  purposes  of  this  amendment  are  to 
add  to  the  lightly  infested  area  the 
northernmost  Texas  counties  of  Arm¬ 
strong,  Carson,  Dallam,  Hansford,  Hart¬ 
ley,  Hemphill,  Hutchinson,  Lipscomb, 
Moore,  Ochiltree,  Oldham,  Potter,  Ran¬ 
dall,  Roberts,  and  Sherman,  and  to  re¬ 
move  from  the  lightly  infested  area  the 
southern  Louisiana  parishes  of  Acadia, 
Evangeline,  Iberia,  Lafayette,  St.  Landry, 
and  St.  Martin. 

The  group  of  15  counties  in  the  upper 
Panhandle  of  Texas  now  proposed  for 
addition  to  the  lightly  infested  area  is 
almost  surrounded  by  regulated  areas. 
Little  or  no  cotton  is  grown  in  that  area. 
However,  difldculties  have  arisen  in  ad¬ 
ministering  the  quarantine  because  of 


this  Isolated  nonregulated  area.  OfQ- 
cials  of  the  State  of  Texas  have  agreed 
to  inclusion  of  these  15  counties  to  ease 
the  situation. 

Surveys  in  the  six  parishes  proposed 
for  removal  from  the  regulated  area  in 
Louisiana  have  failed  to  disclose  pink 
bollworm  infestation  since  the  1950  crop. 
Federal  and  State  officials  are  in  agree¬ 
ment  that  it  is  now  safe  to  release  these 
parishes  from  regulation.  The  Louisi¬ 
ana  State  pink  bollworm  quarantine  was 
so  amended,  effective  April  26,  1954. 

All  persons  who  desire  to  submit  writ¬ 
ten  data,  views,  or  arguments  in  connec¬ 
tion  with  this  matter  should  file  the  same 
with  the  Chief  of  the  Plant  Pest  Con¬ 
trol  Branch,  Agricultural  Research 
Service,  United  States  Department  of 
Agriculture,  Washington  25,  D.  C.,  within 
10  days  after  the  date  of  the  publication 
of  this  notice  in  the  Federal  Register. 

(Secs.  8, 9,  37  Stat.  318,  as  amended;  7  U.  S.  C. 
161,  162) 

Done  at  Washington,  D.  C.,  this  13th 
day  of  May  1954. 

[SEAL]  B.  T.  Shaw, 

Administrator, 

Agricultural  Research  Service. 

[F.  R.  Doc.  54-3770;  FUed,  May  18,  1954; 

8:48  a.  m.] 


FEDERAL  TRADE  COMMISSION 

[  16  CFR  Part  109  ] 

[File  No.  21-253] 

Buff  and  Polishing  Wheel  Manufac¬ 
turing  Industry 

notice  of  scheduled  trade  practice 

CONFERENCES 

Notice  is  hereby  given  that  trade  prac¬ 
tice  conferences  for  the  Buff  and  Polish¬ 


ing  Wheel  Manufacturing  Industry  will 
be  held  by  the  Federal  Trade  Commis¬ 
sion  in  Room  3004,  U.  S.  Court  House, 
Foley  Square,  New  York  City,  on  June  8, 
1954,  commencing  at  10:00  a.  m.,  e.  d.  s.t., 
and  in  Room  1310,  226  West  Jackson 
Boulevard,  Chicago,  Illinois,  on  June  10, 
1954,  commencing  at  10:00  a.  m.,  c.  d.  s.  t. 

The  purpose  of  the  conferences  is  to 
afford  industry  members  an  opportunity 
to  consider  and  propose  for  establish¬ 
ment,  subject  to  the  Commission’s  ap¬ 
proval,  a  comprehensive  set  of  trade 
practice  rules  for  the  industry  in  sub¬ 
stitution  for  those  promulgated  by  the 
Commission  on  July  9,  1936. 

The  principal  industry  products  are 
buffs  and  polishing  wheels,  used  for  wip¬ 
ing,  cleaning,  or  oiling,  and  in  connection 
with  abrasives  for  the  purpose  of  produc¬ 
ing  finished  surfaces  on  metals  or  on 
other  materials.  All  persons,  firms, 
corporations,  and  organizations  engaged 
in  the  manufacture  and  sale  of  such  in¬ 
dustry  products  are  cordially  invited  to 
attend  and  participate  in  the  scheduled 
trade  practice  conferences. 

After  the  June  8th  and  June  10th  con¬ 
ferences,  and  before  any  rules  are  finally 
approved  by  the  Commission,  a  draft  of 
proposed  rules  in  the  form  deemed  ap¬ 
propriate  will  be  made  available  to  all 
interested  and  affected  parties,  including 
consumers,  upon  public  notice  affording 
them  opportunity  to  present  their  views, 
criticis^,  and  suggestions  respecting  the 
rules,  and  to  be  heard  at  a  public 
hearing. 

Issued:  May  14,  1954. 

By  direction  of  the  Commission. 

[seal]  Robert  M.  Parrish, 

Secretary. 

[F.  R.  Doc.  64^^870;  Filed,  May  18.  1954; 

'  8:59  a.  m.] 


DEPARTMENT  OF  JUSTICE 

OfBce  of  Alien  Property 

[Vesting  Order  6253,  Arndt.] 

Louise  Schneider 

In  re:  Estate  of  Louise  Schneider,  de¬ 
ceased.  Pile  No,  D-28-9663. 

Vesting  Order  6253  dated  May  7,  1946, 
is  hereby  amended  as  follows  and  not 
otherwise : 

1.  By  inserting  immediately  after  the 
words  “All  right,  title,  interest  and  claim 
of  any  kind  or  character  whatsoever  of”, 
the  names  “Wilhelm  Viereck,  Hedwig 
Schneider”,  and  by  inserting  immedi¬ 
ately  under  the  columnar  headings  “Na¬ 
tionals:”  and  “Last  Known  Address:”, 
the  following  names  and  addresses, 
respectively: 

Wilhelm  Viereck,  Germany. 

Hedwig  Schneider,  Germany. 

All  other  provisions  of  said  Vesting 
Order  6253  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General,  of 
the  United  States  in  reliance  thereon, 
pursuant  thereto  and  under  the  author- 


NOTICES 

Ity  thereof  are  hereby  ratified  and 
confirmed. 

Executed  at  Washington,  D.  C.,  on 
May  13, 1954. 

For  the  Attorney  General. 

[seal]  Dallas  S.  Townsend, 
Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  54-3814;  FUed,  May  18,  1954; 
8:53  a.  m.] 


[Vesting  Order  14735,  Arndt.] 

Henry  Lange 

In  re:  Estate  of  Henry  Lange,  de¬ 
ceased.  File  No.  D-28-12720. 

Vesting  Order  14735  dated  June  2, 
1950,  is  hereby  amended  as  follows  and 
not  otherwise: 

1.  By  inserting  in  Paragraph  “1”  of 
said  Vesting  Order  14735  immediately 
following  the  name  Wilhelm  Albert  Hugo 
Lange,  the  words  “and  the  heirs  at  law, 
next  of  kin,  distributees  and  legatees  of 
Henry  Lange,  deceased,  and  their  domi¬ 
ciliary  personal  representatives,  heirs  at 


law,  next  of  kin,  distributees  and  lega¬ 
tees”. 

All  other  provisions  of  said  Vesting 
Order  14735  and  all  actions  taken  by  or 
on  behalf  of  the  Attorney  General  of  the 
United  States  in  reliance  thereon,  pur¬ 
suant  thereto  and  under  the  authority 
thereof  are  hereby  ratified  and  con¬ 
firmed. 

Executed  at  Washington,  D.  C.,  on  May 
13,  1954. 

For  the  Attorney  General. 

[SEAL]  Dallas  S.  Townsend, 
Assistant  Attorney  General. 
Director,  Office  of  Alien  Property. 

[F.  R.  Doc.  54-3815;  Filed.  May  18,  1954; 

8:53  a.  m.] 

DEPARTMENT  OF  LABOR 

Wage  and  Hour  Division 

Learner  Employment  Certificates 
issuance  to  various  industries 

Notice  is  hereby  given  that  pursuant  to 
section  14  of  the  Fair  Labor  Standards 
Act  of  1938,  as  amended  (52  Stat.  1068, 
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NOTICES 


as  amended;  29  U.  S.  C.  and  Sup.  214) 
and  Part  522  of  the  regulations  issued 
thereunder  (29  CFR  Part  522),  special 
certificates  authorizing  the  employment 
of  learners  at  hourly  wage  rates  lower 
than  the  minimum  wage  rates  applicable 
under  section  6  of  the  act  have  been  is¬ 
sued  to  the  firms  listed  below.  The  em¬ 
ployment  of  learners  under  these 
certificates  is  limited  to  the  terms  and 
conditions  therein  contained  and  is  sub¬ 
ject  to  the  provisions  of  Part  522.  The 
effective  and  expiration  dates,  occupa¬ 
tions,  wage  rates,  number  or  proportion 
of  learners,  and  learning  period  for  cer¬ 
tificates  issued  under  the  general  learner 
regulations  (§S  522.1  to  522.14)  are  as 
indicated  below;  conditions  provided  in 
certificates  issued  under  special  industry 
regulations  are  as  established  in  these 
regulations. 

Single  Pants,  Shirts  and  Allied  Gar¬ 
ments,  Women’s  Apparel,  Sportswear  and 
Other  Odd  Outerwear,  Rainwear,  Robes 
and  Leather  and  Sheep-Lined  Garments 
Divisions  of  the  Apparel  Industry  Learner 
Regulations  (29  CFR  522.160  to  522.168, 
as  amended  June  2, 1952,  17  F.  R.  3818). 

Brewster  Shirt  Manufacturing  Oorp.,  P.  O. 
Box  778,  Ocala,  Fla.,  eflfective  5-12-54  to 
5-11-55;  10  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  (men's  sport  shirts). 

Clearfield  Sportswear  Co.,  Inc.,  Coalport, 
Pa.,  effective  5i-7-54  to  5-6-55;  10  percent  of 
the  total  number  of  factory  production 
workers  for  normal  labor  turnover  purposes 
(sport  shirts). 

EKinhlll  Shirt  Co.,  Eldorado  Springs,  Mo., 
effective  5-3-54  to  5-2-55;  10  learners  for 
normal  labor  turnover  purposes  (men's 
shirts) . 

Erlanger  Manufacturing  Co.,  616  East 
Main.  Grand  Prairie,  Tex.,  effective  5-23-54 
to  5-22-55;  5  learners  for  normal  labor  turn¬ 
over  purposes  (children's  clothing). 

M.  Pine  &  Sons  Manufacturing  Co.,  Inc., 
Paducah,  Ky.,  effective  5-27-54  to  5-26-55; 
10  percent  of  the  total  number  of  factory 
production  workers  for  normal  labor  turn¬ 
over  purposes  (work  shirts). 

Garrett  Garment  Corp.,  101  North  Guil¬ 
ford  Street,  Garrett,  Ind.,  effective  5-10-54  to 
1-31-55;  10  learners  for  normal  labor  turn¬ 
over  purposes  (women's  smocks)  (replace¬ 
ment  certificate ) . 

Garrett  Garment  Corp.,  101  North  Guil¬ 
ford  Street,  Garrett,  Ind.,  effective  5-10-54 
to  7-31-54;  10  learners  for  plant  expansion 
purposes  (women's  smocks)  (replacement 
certificate). 

Gunnln  Manufacturing  Co.,  CTorner  Main 
and  Church  Streets,  Dawson,  Ga.,  effective 
5-15-54  to  5-14-55;  10  learners  for  normal 
labor  turnover  purposes  (sports  shirts). 

Hollywood  Corset  Co.,  24  West  Fifth  Street, 
Salt  Lake  City,  Utah,  effective  5-6-54  to 
5-5-55;  10  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  (brassieres). 

Irene  Sportswear  Co.,  Inc.,  Main  Street. 
Nicholson,  Pa.,  effective  5-5-54  to  5-5-55:  5 
learners  for  normal  labor  turnover  purposes 
(ladies'  blouses). 

Kinston  Manufacturing  Co..  Inc.,  Kinston, 
Ala.,  effective  5-l()-54  to  5-9-55;  7  learners 
for  normal  labor  turnover  purposes  (men's 
and  boys'  sportswear). 

La  Follette  Shirt  Co.,  Inc.,  La  Pollette, 
Tenn.,  effective  5-7-54  to  5-6-55;  10  percent 
of  the  total  number  of  factory  production 
workers  for  normal  labor  turnover  purposes 
(dress  and  sports  shirts). 


Moulton  Manufacturing  Corp.,  Decatur 
Highway.  Moulton,  Ala.,  effective  5-5-54  to 
5-4-55;  10  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  (sport  shirts). 

Moulton  Undergarment  Co..  Inc.,  Moulton, 
Ala.,  effective  5-5-54  to  5-4-55;  10  learners 
for  normal  labor  turnover  purposes  (under^ 
wear). 

Poliak  Bros.,  Inc.,  227  West  Main  Street, 
Port  Wayne.  Ind.,  effective  5-12-54  to 
5-11-55;  10  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  (house  dresses,  smocks, 
etc.) . 

A.  Rosenblatt  St  Sons,  Inc.,  West  Rutland, 
Vt.,  effective  5-3-54  to  5-2-55;  10  percent 
of  the  total  number  of  factory  production 
workers  for  normal  labor  turnover  purposes 
(dresses) . 

A.  Rosenblatt  St  Sons,  Inc.,  Poultney,  Vt., 
effective  5-3-54  to  5-2-55;  10  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (dresses). 

A.  Rosenblatt  St  Sons,  Inc.,  Rutland.  Vt., 
effective  5-3-54  to  5-2-55;  10  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (dresses). 

Smoler  Bros.,  Inc.,  720  East  Monroe  Street, 
Herrin,  HI.,  effective  5-6-54  to  5-5-55;  10 
percent  of  the  total  number  of  factory  pro¬ 
duction  workers  for  normal  labor  turnover 
purposes  (dresses). 

Standard  Romper  Ck).,  Inc.,  335  (r)  Forest 
Avenue,  Portland,  Maine,  effective  5-10-54  to 
5-9-55;  10  percent  of  the  total  number  of 
factory  production  workers  for  normal  labor 
turnover  purposes  (children's  outerwear  and 
single  pants). 

Star  Union  Co.  of  Tennessee,  Inc.,  Man¬ 
chester,  Tenn.,  effective  5-6-54  to  5-5-55; 
10  percent  of  the  total  number  of  factory 
production  workers  for  normal  labor  turn¬ 
over  purposes  (men's  and  boys'  pajamas). 

Wendy  Dress  Co.,  122  High  Street,  Wilkes- 
Barre,  Pa.,  effective  5-10-54  to  11-9-54;  10 
learners  for  normal  labor  turnover  purposes 
(dresses). 

.  Glove  Industry  Learner  Regulations 
(29  CFR  522.220  to  522.231,  as  amended 
July  13.  1953,  18  F.  R.  3292). 

Wells  Lamont  Corp.,  Waynesboro,  Miss., 
effective  5-6-54  to  11-5-54;  10  learners  for 
expansion  purposes  (leather  palm  work 
gloves). 

Hosiery  Industry  Learner  Regulations 
(29  CFR  522.40  to  522.46,  as  amended 
November  19,  1951,  16  F.  R.  10733;  and 
May  3,  1954,  19  F.  R.  1761). 

Midway  Hosiery  Mills,  Inc.,  Hickory,  N.  C., 
effective  5-7-54  to  5-6-55;  5  learners  for 
normal  labor  turnover  purposes. 

Independent  Telephone  Industry 
Learner  Regulations  (29  CFR  522.82  to 
522.93,  as  amended  January  25,  1950,  15 
P.  R.  398). 

lowa-Illinois  Telephone  Co.,  Donnellson, 
Iowa,  effective  5-15-54  to  5-14-55. 

lowa-Illlnols  Telephone  Co.,  Columbus 
Junction,  Iowa,  effective  5-15-54  to  5-14-55. 

Knitted  Wear  Industry  Learner  Regu¬ 
lations  (29  CFR  522.68  to  522.79,  as 
amended  January  21,  1952,  16  F.  R. 
12866). 

Louis  Gallet  Knitting  Mills,  Inc.,  120  Dela¬ 
ware  Avenue,  Uniontown,  Pa.,  effective 
5-10-54  to  11-9-54;  15  learners  for  expansion 
purposes  (sweaters). 

Lexington  Industries,  Inc.,  Lexington, 
Miss.,  effective  5-7-54  to  5-6-55;  5  learners 
for  normal  labor  turnover  purposes  ( women's 
and  misses’  underwear,  nightwear,  and  neg¬ 
ligees). 


Lexington  Industries,  Inc.:  Lexington, 
Miss.,  effective  5-7-54  to  11-6-54;  15  learners 
for  plant  expansion  purposes  (women's  and 
misses'  underwear,  nightwear,  and  negli- 
gees). 

The  Puritan  Sportswear  Corp.,  813-25th 
Street,  Altoona,  Pa.,  effective  5-6-54  to  5-5- 
65;  5  percent  of  the  total  number  of  factory 
production  workers  engaged  in  the  produc¬ 
tion  of  knitted  wear  items,  for  normal  labor 
turnover  purposes  (men's  knitted  outer¬ 
wear)  . 

Van  Raalte  Co.,  Inc.,  Middlebury,  Vt.,  ef¬ 
fective  5-25-54  to  5-24-55;  5  percent  of  the 
total  number  of  factory  production  workers 
for  normal  labor  turnover  purposes  (women’s 
undergarments,  etc.). 

The  following  special  learner  certifi¬ 
cate  was  issued  in  the  Virgin  Islands  to 
the  company  hereinafter  named.  The 
effective  and  expiration  dates,  the  num¬ 
ber  of  learners,  the  learner  occupations, 
the  length  of  the  learning  period  and  t)ie 
learner  wage  rates  are  indicated, 
respectively. 

V.  I.  Jewelry  Manufacturing  Corp.,  St. 
Thomas,  V.  I.,  effective  5-3-54  to  11-2-54; 
10  learners.  Soldering,  stone  setting,  lay 
out;  each  160  hours  at  30  cents  an  hour  (cos¬ 
tume  jewelry). 

Each  certificate  has  been  issued  upon 
the  employer’s  representation  that  em¬ 
ployment  of  learners  at  subminimum 
rates  is  necessary  in  order  to  prevent  cur¬ 
tailment  of  opportunities  for  employ¬ 
ment,  and  that  experienced  workers  for 
the  learner  occupations  are  not  avail¬ 
able.  The  certificates  may  be  canceled 
in  the  manner  provided  in  the  regula¬ 
tions  and  as  indicated  in  the  certificates. 
Any  person  aggrieved  by  the  issuance  of 
any  of  these  certificates  may  seek  a  re¬ 
view  or  reconsideration  thereof  within 
fifteen  days  after  publication  of  this 
notice  in  the  Federal  Register  pursuant 
to  the  provisions  of  Part  522. 

Signed  at  Washington,  D.  C.,  this  10th 
day  of  May  1954. 

Milton  Brooke, 
Authorized  Representative 
of  the  Administrator. 

JF.  R.  Doc.  54-3758;  Piled.  May  18,  1954; 

8:45  a.  m.] 


FEDERAL  COMMUNICATIONS 
COMMISSION 

(Docket  Nos.  10968,  10969,  10970; 

FCC  54M-6511 

Great  Lakes  Television,  Inc.,  et  al. 

ORDER  ADVANCING  HEARING  DATE 

In  re  applications  of  Great  Lakes  Tele¬ 
vision.  Inc.,  Buffalo,  New  York.  Docket 
No.  10968,  Pile  No.  BPCT-1812:  Leon 
Wyszatycki,  d/b  as  Greater  Erie  Broad¬ 
casting  Company,  Buffalo,  New  York, 
Docket  No.  10969,  Pile  No.  BPCT-1827: 
WKBW-'TV,  Inc.,  Buffalo,  New  York, 
Docket  No.  10970,  File  No.  BPCT-1841; 
for  construction  permits  for  new  tele¬ 
vision  stations. 

'There  being  under  consideration  a  mo¬ 
tion  for  continuance  filed  by  Great  Lakes 
Television,  Inc.,  on  May  12,  1954; 

It  appearing  that  a  schedule  has  been 
established  by  order  of  the  Examiner 
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dated  April  9,  1954,  containing  the  fol¬ 
lowing  pertinent  dates :  Exchange  of  ex¬ 
hibits  in  each  aflBrmatve  case,  May  17, 
1954;  Exchange  of  points  of  reliance. 
May  25,  1954;  Hearing  Conference,  May 
27, 1954;  and  the  present  motion  seeks  to 
continue  these  in  the  same  order  of 
events  as  follows:  June  7,  June  11,  and 
June  15,  1954;  and 

It  further  appearing  that  the  other 
two  applicants  consented  to  immediate 
consideration  of  the  request  but  opposed 
any  continuance  of  the  date  for  the  ex¬ 
change  of  the  affirmative  cases;  and 

It  further  appearing  that  Great  Lakes 
Television,  Inc,,  showed  reasonable 
ground  for  requesting  the  delay  in  sub¬ 
mission  of  its  affirmative  exhibits  be¬ 
cause  of  the  difficulties  involved  in 
assembling  supplemental  data  requested 
by  the  other  parties  but  that  it  was 
apparent,  after  an  informal  oral  argu¬ 
ment  with  all  parties  represented,  that 
a  single  week  will  suffice  to  accommo¬ 
date  the  movant  in  assembling  its  ex¬ 
hibits;  and 

It  further  appearing  that  the  submis¬ 
sion  of  the  affirmative  exhibits  will 
actually  commence  the  hearing  in  this 
proceeding; 

It  is  ordered.  This  13th  day  of  May 
1954,  that  the  motion  for  continuance  is 
granted  in  part,  as  follows: 

The  date  for  the  exchange  of  the  af¬ 
firmative  exhibits  is  continued  from  May 
17  to  May  24,  1954,  but  the  hearing 
conference  pursuant  to  §  1.841  will  be 
advanced  to  May  24  from  its  presently 
scheduled  date  of  May  27,  1954.  At  that 
conference  when  the  affirmative  cases  are 
exchanged  all  arrangements  for  a  sub¬ 
sequent  schedule  of  the  hearing  will  be 
made. 

Federal  Communications 
Commission. 

[seal]  Mary  Jane  Morris, 

Secretary. 

[P.  R.  Doc.  54-3866:  Piled,  May  18.  1954; 
8:58  a.  m.] 


FEDERAL  POWER  COMMISSION 

(Docket  Nos.  0-1982—0-1984,  0-2147, 
0-21481 

Treasure  State  Pipe  Line  Co. 

ORDER  consolidating  PROCEEDINGS  AND 
FIXING  DATE  OF  HEARING 

On  March  15,  1954,  Treasure  State 
Pipe  Line  Company  (Applicant)  filed  ap¬ 
plications  in  the  above-designated  Dock¬ 
ets  for  amendments  of  authorizations 
heretofore  granted  in  Docket  Nos.  G- 
1982  and  G-2147,  to  export  natural  gas 
into  the  Dominion  of  Canada,  in  Docket 
No.  G-1984  to  construct  and  operate 
facilities  for  such  exportation,  and  in 
Docket  Nos.  C3r-1983  and  G-2148  granting 
a  Presidential  Permit  to  construct,  oper¬ 
ate,  maintain  and  connect  facilities  at 
the  international  boundary  for  such  ex¬ 
portation. 

Applicant,  in  its  said  application  re¬ 
quests  authorization  to  export  an  addi¬ 
tional  40,000  Mcf  of  natural  gas  annually 
over  and  above  the  80,000  Mcf  presently 
authorized,  and  states  that  its  request  is 
made  pursuant  to  a  requirement  of  The 
Petroleum  and  Natural  Gas  Conserva¬ 


tion  Board  of  Alberta,  Canada  that  such 
additional  volumes  be  authorized  for  ex¬ 
port  as  a  prerequisite  to  its  grant  of 
authority  to  install  distribution  facilities 
for  utilization  of  such  gas  in  the  Village 
of  Milk  River,  Alberta. 

The  Commission  finds:  Good  cause 
exists  for  consolidation  of  the  proceed¬ 
ings  in  Docket  Nos.  G-1982,  G-1983, 
G-1984,  G-2147,  and  G-2148,  for  purpose 
of  hearing. 

The  Commission  orders: 

(A)  The  proceedings  in  Docket  Nos. 
G-1982,  G-1983,  G-1984,  G-2147  and 
G-2148  be  and  the  same  hereby  are  con¬ 
solidated  for  purpose  of  hearing. 

(B)  Pursuant  to  the  authority  con¬ 
tained  in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com¬ 
mission  by  sections  3,  7.  and  15  of  the 
Natural  Gas  Act,  and  the  Commission’s 
general  rules  and  regulations,  including 
rules  of  practice  and  procedure,  a  hear¬ 
ing  be  held  commencing  on  June  3, 1954, 
at  10:00  a.  m.,  e.  d.  s.  t.,  in  a  Hearing 
Room  of  the  Federal  Power  Commission, 
441  G  Street  NW.,  Washington,  D.  C., 
concerning  the  matters  involved  and  the 
issues  presented  by  such  applications. 

(C)  Interested  State  commissions 
may  participate  as  provided  by  §§1.8 
and  1.37  (f)  (18  CFR  1.8  and  1.37  (f)) 
of  the  said  rules  of  practice  and  pro¬ 
cedure. 

Adopted:  May  12,  1954. 

Issued:  May  13,  1954. 

By  the  Commisison. 

[seal]  Leon  M.  Fuquay, 

Secretary. 

(P.  R.  Doc.  54-3760;  PUed,  May  18,  1954; 

8:46  a.  m.] 


(Etocket  No.  G-2306,  G-2311,  G-2327,  C?-2328] 
American  Louisiana  Pipe  Line  Co.  et  al. 

ORDER  OinTTING  INTERMEDIATE  DECISION 

PROCEDURE,  FIXING  DATE  FOR  FILING 

BRIEFS,  PROVIDING  FOR  ORAL  ARGUMENT 

AND  FIXING  DATE  THEREOF 

In  the  matters  of  American  Louisiana 
Pipe  Line  Company,  Docket  No.  G-2306 ; 
Texas  Gas  Transmission  Corporation, 
Docket  No.  G-2311;  Michigan- Wisconsin 
Pipe  Line  Company,  Docket  No.  G-2327 ; 
Michigan  Consolidated  Gas  Company, 
Docket  No.  G-2328. 

The  Examiner  presiding  at  the  hear¬ 
ing  in  the  above-docketed  proceedings 
has  referred  to  the  Ctommission  for  its 
consideration  a  motion  made  upon  the 
record  by  counsel  for  Applicant,  Ameri¬ 
can  Louisiana  Pipe  Line  Company,  for 
omission  of  the  intermediate  decision 
procedure  in  such  proceedings  insofar  as 
it  pertains  to  the  question  of  the  ade¬ 
quacy  of  gas  supply  available  to  Appli¬ 
cants  to  support  their  several  interde¬ 
pendent  applications  for  certificates  of 
public  convenience  and  necessity  filed 
pursuant  to  section  7  of  the  Natural  Gas 
Act.  Counsel  for  the  aforesaid  Appli¬ 
cant,  at  the  time  of  such  motion,  re¬ 
quested,  also,  that  the  Commission  fix 
the  date  for  the  filing  of  briefs  and  pro¬ 
vide  for  oral  argument  before  the  Com¬ 
mission  in  the  event  such  motion  was 
acted  upon  favorably. 


Upon  consideration  of  such  motion, 
the  arguments  of  counsel  for  the  various 
parties  participating  in  such  proceedings 
thereon,  the  Commission  orders: 

(A)  The  intermediate  decision  pro¬ 
cedure  in  the  above-styled  matters  be 
and  the  same  hereby  is  omitted  insofar 
as  it  pertains  to  the  matters  and  issues 
presented  in  the  initial  phase  of  the  pro¬ 
ceedings  as  limited  by  the  order  issued 
herein  on  February  8,  1954. 

(B)  The  Presiding  Examiner  is  hereby 
directed  to  certify  to  the  Commission  the 
record  in  these  proceedings. 

(C)  The  briefs  of  all  parties  shall  be 
filed  on  or  before  May  20,  1954. 

(D)  Oral  argument  shall  be  held  be¬ 
fore  the  Commission  on  May  24,  1954,  at 
10:00  a.  m.,  e.  d.  s.  t.,  in  a  Hearing  Room 
of  the  Federal  Power  Commission,  441 
G  Street  NW.,  Washington,  D.  C. 

(E)  Each  party  to  the  proceeding  fil¬ 
ing  a  brief  and  desiring  to  participate 
in  the  oral  argument  shall  notify  the 
Secretary  of  the  Commission  on  or  be¬ 
fore  May  18,  1954,  of  such  intention  and 
of  the  amount  of  time  requested  for  the 
presentation  of  such  argument. 

Adopted:  May  12,  1954. 

Issued:  May  13,  1954. 

By  the  Commission. 

[SEAL]  Leon  M.  Fuquay, 

Secretary. 

(P.  R.  Doc.  54-3759;  Piled.  May  18,  1954; 

8:45  a.  m.] 


[Docket  No.  G-23961 

Texas  Eastern  Transmission  Corp. 

ORDER  FIXING  DATE  OF  HEARING 

This  proceeding  is  a  proper  one  for 
disposition  imder  the  provisions  of 
§  1.32  (b)  (18  CFR  1.32  (b) )  of  the  Com¬ 
mission’s  rules  of  practice  and  procedure. 
Applicant  having  requested  that  its  ap¬ 
plication,  filed  March  22,  1954,  pursuant 
to  section  7  of  the  Natural  Gas  Act,  for 
an  increase  in  the  contract  demands  of 
Consumers  Gas  Company,  Village  of 
Norris  City,  Illinois;  and  Town  of  Fulton, 
Mississippi,  as  described  in  said  applica¬ 
tion,  be  heard  under  the  shortened  pro¬ 
cedure  provided  by  the  aforesaid  rule  for 
noncontested  proceedings,  no  request  to 
be  heard,  protest  or  petition  having  been 
flJed  subsequent  to  the  giving  of  due 
notice  of  the  filing  of  the  application  in¬ 
cluding  publication  in  the  Federal  Reg¬ 
ister  on  April  16,  1954  (19  F.  R.  2217). 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con¬ 
tained  in  and  subject  to  the  jurisdiction 
conferred  upon  the  Federal  Power  Com¬ 
mission  by  sections  7  and  15  of  the 
Natural  Gas  Act,  and  the  (Commission’s 
rules  of  practice  and  procedure,  a  hear¬ 
ing  be  held  on  June  3, 1954,  at  9:30  a.  m., 
e.  d.  s.  t.,  in  a  Hearing  Room  of  the  Fed¬ 
eral  Power  Commission,  441  G  Street 
NW..  Washington,  D.  C.,  concerning  the 
matters  involved  and  the  issues  presented 
by  the  application:  Provided,  however. 
That  the  Commission  may,  after  a  non¬ 
contested  hearing,  forthwith  dispose  of 
the  proceedings  pursuant  to  the  provi¬ 
sions  of  §  1.32  (b)  of  the  Commission’s 
rules  of  practice  and  procedure. 
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(B)  Interested  State  commissions  may 
participate  as  provided  by  §S  1.8  and 
1.37  (f)  (18  CPR  1.8  and  1.37  (f))  of 
the  said  rules  of  practice  and  procedure. 

Adopted:  May  12,  1954. 

Issued:  May  13,  1954. 

By  the  Commission. 

[seal]  Leon  M.  Fuqua y. 

Secretary. 

[P.  R.  Doc.  54-3761;  Piled,  May  18,  1954; 
8:46  a.  m.] 


[Docket  No.  0-2429] 

Delaware  Power  &  Light  Co. 

ORDER  providing  FOR  INVESTIGATION  AND 
HEARING 

On  March  18,  1954,  the  Delaware 
Power  it  Light  Company  (Delaware 
Power) ,  tendered  for  filing  its  proposed 
PPC  Gas  Tariff  First  Revised  Volume 
No.  1,  and  thereafter  its  service  agree¬ 
ment  with  the  Elkton  Gas  Company, 
dated  March  30,  1954,  both  presently, 
effective. 

Delaware  Power’s  PPC  Gas  Tariff 
First  Revised  Volume  No.  1  reflects  the 
conversion  of  its  system  to  straight  nat¬ 
ural  gas  to  be  received  from  the  Trans¬ 
continental  Gas  Pipe  Line  Corporation, 
An  analysis  of  the  cost  data  submitted 
by  Delaware  Power  in  relation  to  its 
revised  Tariff  indicates  that  the  rate 
contained  therein  may  be  unjust,  un¬ 
reasonable,  unduly  discriminatory  or 
preferential. 

The  Commission  finds;  It  is  necessary 
and  proper  in  the  public  interest  and 
to  aid  in  the  enforcement  of  the  pro¬ 
visions  of  the  Natural  Gas  Act,  that  the 
Commission  on  its  own  motion,  institute 
an  investigation  and  enter  upon  a  hear¬ 
ing  pursuant  to  the  authority  contained 
in  sections  4  and  5  of  the  act,  concern¬ 
ing  the  lawfulness  of  Delaware  Power’s 
FPC  Gas  Tariff  First  Revised  Volume  No. 
1,  and  the  service  agreement  thereunder, 
dated  March  30,  1954. 

The  Commission  orders: 

(A)  Pursuant  to  the  authority  con¬ 
tained  in  sections  4  and  5  of  the  Natural 
Gas  Act,  an  investigation  be  and  the 
same  hereby  is  instituted  and  a  public 
hearing  shall  be  held  in  connection 
therewith  on  a  date  to  be  fixed  by  further 
order  of  the  Commission,  concerning  the 
lawfulness  of  the  rates,  charges,  services 
and  classifications  contained  in  Dela¬ 
ware  Power  &  Light  Company’s  FPC  Gas 
Tariff  First  Revised  Volume  No.  1  and 
and  the  service  agreement  thereunder. 

(B)  Interested  State  commissions 
may  participate  as  provided  by  §§  1.8  and 
1.37  (f)  (18  CFR  1.8  and  1.37  (f ) )  of 
the  Commission’s  rules  of  practice  and 
procedure. 

Adopted:  May  12,  1954. 

Issued:  May  13,  1954. 

By  the  Commission. 

f  SEAL  1  Leon  M.  Fuqua  y. 

Secretary. 

|P.  R.  Doc.  54-3762;  Piled,  May  18,  1954; 

8:46  a.  m.] 


CIVIL  AERONAUTICS  BOARD 

[Docket  No.  2564] 

Delta  Air  Lines,  Inc. 

NOTICE  OF  postponement  OF  PREHEARING 
CONFERENCE 

Notice  is  hereby  given  that  the  pre- 
hearing  conference  scheduled  to  be  held 
on  May  12,  1954,  in  the  above-entitled 
proceeding  •  has  been  postponed  until 
May  26,  1954,  at  10:00  a.  m.  e.  d.  s.  t.,  in 
Room  E-210,  Temporary  Building  No,  5, 
Seventeenth  Street  and  Constitution 
Avenue  NW.,  Washington,  D.  C.,  before 
Elxaminer  Walter  W.  Bryan. 

Dated  at  Washington,  D.  C.,  May  14, 
1954. 

[seal]  Francis  W.  Brown, 

Chief  Examiner. 

[P.  R.  Doc.  54-3865;  Plied,  May  18,  1954; 
8:58  a.  m.] 


INTERSTATE  COMMERCE 
COMMISSION 

[4th  Sec.  Application  29240] 

Alcohol  From  Missouri  River  Cities  to 
the  East 

APPLICATION  FOR  RELIEF 

*  May  14,  1954. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Filed  by:  W.  J.  Prueter,  Agent,  for  car¬ 
riers  parties  to  his  tariff  1.  C.  C.  No.  A- 
3973,  pursuant  to  fourth-section  order 
No.  17220. 

Commodities  involved:  Alcohol,  in 
tank-car  loads. 

From;  Kansas  City,  Mo.-Kans.,  Atchi¬ 
son.  Kans.,  and  Omaha,  Nebr. 

To:  Baltimore,  Md.,  Boston,  Mass.,  and 
other  specified  points  in  trunk-line  and 
New  England  territories. 

Grounds  for  relief;  Competition  with 
rail  carriers  and  circuitous  routes. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  pro¬ 
vided  by  the  general  rules  of  practice  of 
the  Commission.  Rule  73,  persons  other 
than  applicants  should  fairly  disclose 
their  interest,  and  the  position  they  in¬ 
tend  to  take  at  the  hearing  with  respect 
to  the  application.  Otherwise  the  Com¬ 
mission.  in  its  discretion,  may  proceed 
to  investigate  and  determine  the  matters 
involved  in  such  application  without  fur¬ 
ther  or  formal  hearing.  If  because  of 
an  emergency  a  grant  of  temporary  relief 
is  found  to  be  necessary  before  the  expi¬ 
ration  of  the  15-day  period,  a  hearing, 
upon  a  request  filed  within  that  period, 
may  be  held  subsequently. 

By  the  Commission. 

[seal]  George  W.  Laird, 

Secretary. 

(F.  R.  Doc.  54-3810;  Filed.  May  18,  1954; 
8:53  a.  m.) 


[4th  Sec.  Application  29241] 

Cement  and  Cement  Clinker  From  Mar- 

TINSBURG,  W.  VA.,  and  HAGERSTOWN, 

Md..  to  Baltimore,  Md..  Stations,  In¬ 
cluding  Sparrows  Point,  Md. 

APPLICATION  FOR  RELIEF 

May  14,  1954. 

The  Commission  is  in  receipt  of  the 
above-entitled  and  numbered  applica¬ 
tion  for  relief  from  the  long-and-short- 
haul  provision  of  section  4  (1)  of  the 
Interstate  Commerce  Act. 

Filed  by:  C.  W.  Boin,  for  and  on  behalf 
of  the  Pennsylvania  Railroad  Company. 

Commodities  involved:  Cement,  hy¬ 
draulic,  masonry,  mortor,  natural  and 
Portland,  and  cement  clinker,  carloads. 

Prom:  Martinsburg,  W.  Va.,  and 
Hagerstown.  Md. 

To:  Baltimore.  Md.,  stations,  includ¬ 
ing  Sparrows  Point,  Md. 

Grounds  for  relief:  Competition  with 
rail  carriers  and  circuitous  routes. 

Schedules  filed  containing  proposed 
rates:  Pennsylvania  Railroad  Company, 
I.  C.  C.  No.  3307,  supp.  8. 

Any  interested  person  desiring  the 
Commission  to  hold  a  hearing  upon  such 
application  shall  request  the  Commis¬ 
sion  in  writing  so  to  do  within  15  days 
from  the  date  of  this  notice.  As  pro¬ 
vided  by  the  general  rules  of  practice 
of  the  Commission,  Rule  73,  persons 
other  than  applicants  should  fairly  dis¬ 
close  their  interest,  and  the  position  they 
intend  to  take  at  the  hearing  with  respect 
to  the  application.  Otherwise  the  Com¬ 
mission.  in  its  discretion,  may  proceed  to 
investigate  and  determine  the  matters 
involved  in  such  application  without 
further  or  formal  hearing.  If  because 
of  an  emergency  a  grant  of  temporary 
relief  is  foimd  to  be  necessary  before  the 
expiration  of  the  15 -day  period,  a  hear¬ 
ing,  upon  a  request  filed  within  that 
period,  may  be  held  subsequently. 

By  the  Commission. 

[seal]  George  W.  Laird, 

Secretary, 

[F.  R.  Doc.  54-3811;  Piled.  May  18,  1954; 

8:53  a.  m.] 


[Notice  No.  8] 

Applications  for  Operating  Authority 
May  14,  1954. 

Pi'otests,  consisting  of  an  original  and 
two  copies,  to  the  granting  of  an  appli¬ 
cation  must  be  filed  with  the  Commission 
within  30  days  from  the  date  of  publica¬ 
tion  of  this  notice  in  the  Federal  Register 
(49  CFR  1.240).  Failure  to  seasonably 
file  a  protest  wil  be  construed  as  a  waiver 
of  opposition  and  participation  in  the 
proceeding  unless  an  oral  hearing  is  held. 
In  addition  to  other  requirements  of  Rule 
40  of  the  general  rules  of  practice  of  the 
Commission  (49  CFR  1.40) ,  protests  shall 
include  a  request  for  a  public  hearing, 
if  one  is  desired,  and  shall  specify  with 
particularity  the  facts,  matters,  and 
things  relied  upon,  but  shall  not  include 
issues  or  allegations  phrased  generally. 
Protests  containing  general  allegations 
may  be  rejected.  Requests  for  an  oral 
hearing  must  be  supported  by  an  ex- 


Wednesday,  May  19,  1954 


FEDERAL  REGISTER 


2909 


planation  as  to  why  the  evidence  cannot 
be  submitted  in  the  form  of  affidavits. 
Any  interested  person,  not  a  protestant, 
desiring  to  receive  notice  of  the  time  and 
place  of  any  hearing,  prehearing  con¬ 
ference,  taking  of  depositions,  or  other 
proceedings  shall  notify  the  Commission 
by  letter  or  telegram  within  30  days  from 
the  date  of  publication  of  this  notice  in 
the  Federal  Register.  ^ 

applications  of  motor  carriers  op 

PROPERTY 

NO.  MC  1150  SUB  7.  J.  B.  HEEREN, 
doing  business  as  HEEREN  TRUCKING 
COMPANY,  Lemmon,  S.  Dak.  Appli¬ 
cant’s  attorney:  R.  A.  Bielski,  Northwest 
Security  National  Bank  Building,  Sioux 
Palls,  S.  Dak.  For  authority  to  operate 
as  a  common  carrier,  over  irregular 
routes,  transporting:  Petroleum  and 
petroleum  products,  in  bulk,  in  tank 
trucks,  from  Sioux  Falls  and  Watertown, 
S.  Dak.,  and  points  within  five  miles  of 
each,  to  points  in  South  Dakota  on  and 
north  of  U.  S.  Highway  14.  Applicant 
fs  authorized  to  conduct  operations  in 
Kansas,  North  Dakota,  South  Dakota, 
and  Wyoming. 

NO.  MC  22195  SUB  53,  DAN  S. 
DUGAN,  doing  business  as  DUGAN  OIL 
AND  TRANSPORT  COMPANY,  P.  O. 
Box  946,  41st  Street  and  Orange  Ave., 
Sioux  Falls,  S.  Dak.  For  authority  to 
operate  as  a  common  carrier,  over  ir¬ 
regular  routes,  transporting:  Petroleum 
products,  in  bulk,  in  tank  trucks,  from 
Jamestown,  Dickinson,  Minot,  Williston, 
and  Tioga,  N.  Dak.,  and  points  within  20 
miles  of  each,  and  from  all  other  dis¬ 
tributing  or  refining  points  for  petro¬ 
leum  products  within  North  Dakota, 
excepting  Mandan,  N.  Dak.,  to  points  in 
South  Dakota,  Minnesota,  and  Mon¬ 
tana.  Applicant  is  authorized  to  con¬ 
duct  operations  in  Iowa,  Kansas,  Minne¬ 
sota,  Nebraska,  North  Dakota,  and 
South  Dakota. 

NO.  MC  22254  SUB  19,  TRANS 
AMERICAN  VAN  SERVICE,  INC.,  7540 
South  Western  Ave.,  Chicago,  Ill.  Ap¬ 
plicant’s  attorney:  Joseph  M.  Scanlan, 
111  West  Washington  St.,  Chicago  2,  HI. 
For  authority  to  operate  as  a  common 
earrier,  over  irregular  routes,  transport¬ 
ing:  Uncrated  burial  cases,  between 
Chicago,  Ill.,  and  points  in  Illinois,  In¬ 
diana,  Iowa,  Michigan  and  Wisconsin 
within  200  miles  of  Chicago,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States,  except  those  in  Arizona, 
California,  Idaho,  Nevada,  New  Mexico, 
Oregon,  Utah,  and  Washington. 

NO.  MC  26519  SUB  40,  WHEELER 
transportation  company,  a  cor¬ 
poration,  635  Racine  Street,  Menasha, 
Wis.  Applicant’s  attorney:  Glenn  W. 
Stephens,  121  West  Doty  Street,  Madi¬ 
son  3,  Wis.  For  authority  to  operate  as 
a  common  carrier,  over  a  regular  route, 
transporting:  General  commodities,  ex¬ 
cept  those  of  unusual  value,  and  except 
Class  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  and  those  requir¬ 
ing  special  equipment,  between  South 
St.  Paul,  Minn.,  and  junction  U.  S.  High¬ 
way  61  and  U.  S.  Highway  10,  operating 
^om  South  St.  Paul  over  Minnesota 
Highway  56  to  junction  Minnesota  High¬ 
way  55,  thence  over  Minnesota  Highway 


55  to  Hastings,  Minn.,  thence  north  over 
U.  S.  Highway  61  to  junction  U.  S.  High¬ 
way  10,  and  return  over  the  same  route, 
serving  no  intermediate  points.  Appli¬ 
cant  is  authorized  to  conduct  operations 
in  Minnesota  and  Wisconsin. 

NO.  MC  29566  SUB  39,  SOUTHWEST 
FREIGHT  LINES,  INC.,  1415  Commerce 
Building,  Kansas  City,  Mo.  For  author¬ 
ity  to  operate  as  a  common  carrier,  over 
irregular  routes,  transporting:  Gypsum 
products,  including  gypsum  filler,  ground 
gypsum,  gypsum  or  plaster  blocks, 
planks,  slabs  or  tile,  Keene’s  cement 
(wall  plaster) :  lime,  common  hydrated, 
quick  or  slaked;  plaster,  calcined  or  wall; 
plaster  accelerator;  retarder,  plaster  or 
stucco;  plaster  of  paris;  plaster,  stucco, 
gypsum  lath  and  gypsum  sheathing; 
gypsum  wallboard  and  gysum  wallboard 
joint  system,  from  Fort  Dodge,  Iowa,  and 
points  within  five  miles  thereof,  to  points 
in  Kansas  and  Missouri.  Applicant  is 
authorized  to  conduct  operations  in 
Kansas  and  Missouri. 

NO.  MC  29761  SUB  6,  STEEL  MOTOR 
SERVICE,  INC.,  105  West  Madison,  Chi¬ 
cago,  Ill.  Applicant’s  attorney:  Jack 
Goodman,  39  South  La  Salle  Street,  Chi¬ 
cago  3,  Ill.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  General  commodities,  ex¬ 
cept  those  of  unusual  value,  and  except 
livestock.  Class  A  and  B  explosives, 
household  goods  as  defined  by  the  Com¬ 
mission,  commodities  in  bulk,  commodi¬ 
ties  requiring  special  equipment,  and 
those  injurious  or  contaminating  to 
other  lading,  between  Chicago,  Ill.,  and 
points  in  Illinois  within  25  miles  of  Chi¬ 
cago,  and  points  in  Lake  and  Porter 
Counties,  Ind.,  on  and  north  of  U.  S. 
Highway  30,  on  the  one  hand,  and,  on 
the  other,  the  site  of  the  plant  of  the 
Packard  Motor  Car  Company,  located 
north  of  apd  approximately  five  miles 
from  Utica,  Mich.,  and  the  site  of  the 
plant  of  the  Chrysler  Corporation  lo¬ 
cated  north  of  and  approximately  10 
miles  from  Detroit,  Mich.  Applicant  is 
authorized  to  conduct  operations  in 
Illinois,  Indiana,  and  Michigan. 

NO.  MC  36436  SUB  25,  MOLAND 
BROS.  TRUCKING  COMPANY,  2502 
West  Huron  Street,  Duluth,  Minn.  Ap*- 
plicant’s  attorney:  Claude  J.  Jasper,  One 
West  Main  Street,  Madison  3,  Wis.  For 
authority  to  operate  as  a  common  car¬ 
rier,  over  regular  routes,  transporting: 
General  commodities,  except  those  of  un¬ 
usual  value,  and  except  Class  A  and  B 
explosives,  household  goods  as  defined 
by  the  Commission,  commodities  in  bulk, 
commodities  requiring  special  equip¬ 
ment,  and  those  injurious  or  contaminat¬ 
ing  to  other  lading,  (1)  between  Duluth, 
Minn.,  and  Grand  Rapids,  Minn.,  operat¬ 
ing  from  Duluth  over  U.  S.  Highway  53 
to  junction  U.  S.  Highway  169  at  Vir¬ 
ginia,  Minn.,  thence  over  U.  S.  Highway 
169  to  Grand  Rapids,  and  return  over 
the  same  route,  serving  all  intermediate 
points,  and  serving  the  Tioga  Mine  site 
and  Western  Mining  Project  near  Grand 
Rapids,  Minn.,  as  off-route  points,  also 
from  Hibbing,  Minn.,  over  unnumbered 
county  highway  to  junction  U.  S.  High¬ 
way  169  near  Keewatin,  Minn.,  and  re¬ 
turn  over  the  same  route,  serving  the 
intermediate  points  of  Carson  Lake  and 


Kelly  ^ke;  (2)  between  Duluth,  Minn., 
and  Hibbing,  Minn.,  operating  from  Du¬ 
luth  over  U.  S.  Highway  53  to  junction 
Minnesota  Highway  216,  approximately 
five  miles  south  of  Eveleth,  Minn.,  thence 
over  Minnesota  Highway  216  to  Hib¬ 
bing,  and  return  over  the  same  route, 
also  from  junction  Minnesota  Highway 
216  and  Chisholm  Short  Line  Road  over 
Chisholm  Short  Line  Road  to  junction 
U.  S.  Highway  169,  approximately  two 
miles  east  of  Chisholm,  Minn.,  and  re¬ 
turn  over  the  same  route,  serving  all 
intermediate  points;  (3)  between  Duluth, 
Minn.,  and  Grand  Rapids,  Minn.,  over 
U.  S.  Highway  2;  also  from  Duluth, 
Minn.,  over  U.  S.  Highway  53  to  junction 
Minnesota  Highway  94,  thence  over 
Minnesota  Highway  94  to  junction  U.  S. 
Highway  2,  and  return  over  the  same 
route,  serving  all  intermediate  points; 
(4)  between  junction  U.  S.  Highway  53 
and  Minnesota  Highway  37  near  the 
southern  boundary  of  Eveleth,  Minn., 
and  junction  Minnesota  Highway  37  and 
Minnesota  Highway  35  east  of  Virginia, 
Minn.,  over  Minnesota  Highway  37, 
serving  all  intermediate  points;  (5)  be¬ 
tween  junction  U.  S.  Highway  53  and 
Minnesota  Highway  35  south  of  Virginia, 
Minn.,  and  junction  Minnesota  Highway 
35  and  Minnesota  Highway  169  and  Min¬ 
nesota  Highway  1,  over  Minnesota 
Highway  35,  serving  all  intermediate 
points;  (6)  between  Virginia,  Minn.,  and 
Ely,  Minn.,  operating  from  Virginia  over 
U.  S.  Highway  53  to  junction  Minnesota 
Highway  169,  thence  over  Minnesota 
Highway  169  to  junction  Minnesota 
Highway  1  at  Peyla,  Minn.,  thence  over 
Minnesota  Highway  1  to  Ely,  and  return 
over  the  same  route,  serving  all  inter¬ 
mediate  points;  (7)  from  Ely,  Minn., 
over  County  Highway  21  to  a  point  ap¬ 
proximately  four  miles  west  of  Babbitt, 
Minn.,  thence  over  county  road  to  Bab¬ 
bitt,  and  from  Babbitt  over  county  road 
back  to  junction  County  Highway  21, 
thence  over  County  Highway  21  to  junc¬ 
tion  Minnesota  Highway  169,  and  re¬ 
turn  over  the  same  route,  serving  all 
intermediate  points  within  ten  miles  of 
Babbitt;  and  (8)  between  junction  Min¬ 
nesota  Highway  35  and  unnumbered 
county  road  just  north  of  Aurora,  Minn., 
and  junction  county  road  and  County 
Highway  21  near  Embarrass,  Minn.,  over 
county  road  via  Mesaba,  Minn.,  serving 
all  intermediate  points,  and  serving  the 
off-route  points  of  Colby  Lake  Power 
Station  and  Partridge  Lake  Develop¬ 
ment;  and  serving  all  mine  sites  or  min¬ 
ing  location  or  power  development 
projects  within  10  miles  of  any  point  on 
any  of  the  above-specified  routes.  Ap¬ 
plicant  is  authorized  to  conduct  opera¬ 
tions  in  Minnesota,  Wisconsin,  and 
Illinois. 

NO.  MC  51012  SUB  14,  JIMMIE 
’THOMAS  BRYANT,  doing  business  as 
J.  T.  Bryant,  P.  O.  Box  684,  Petersburg, 
Va.  Applicant’s  attorney;  Henry  E. 
Ketner,  State-Planters  Bank  Building, 
Richmond  19,  Va.  For  authority  to  op¬ 
erate  as  a  common  carrier,  over  irregular 
routes,  transporting:  Mixed  edible  nuts, 
edible  nuts,  peanut  butter  sandwiches, 
and  cream  filled  cookies,  in  containers, 
from  Suffolk,  Va.,  to  Cambridge,  Mass. 
Applicant  is  authorized  to  conduct  oper¬ 
ations  in  New  York,  Virginia,  Massachu- 


2910 


NOTICES 


setts,  Illinois.  Ohio,  Michigan,  Indiana, 
and  North  Carolina. 

NO.  MC  52424  SUB  6,  RUSSELL  A. 
HALL,  doing  business  as  HALL  BROS. 
TRUCK  LINES,  Post  Office  Box  11,  1045 
Pennsylvania  Street,  Lawrence,  Kans., 
Applicant’s  attorney:  James  E.  Miller, 
500  Board  of  Trade,  10th  and  Wyandotte, 
Kansas  City  6,  Mo.  For  authority  to  op¬ 
erate  as  a  common  carrier,  over  regular 
routes,  transporting:  Class  A  and  B  ex- 
plosives,  and  ammunition  and  component 
parts  thereof,  between  Kansas  City,  Mo., 
and  Topeka,  Kans.,  (1)  from  Kansas 
City,  Mo.,  over  city  streets  to  Kansas 
Highway  10,  thence  over  Kansas  High¬ 
way  10  to  junction  U.  S.  Highway  59, 
thence  over  U.  S.  Highway  59  to  junction 

U.  S.  Highway  24,  and  thence  over  U.  S. 
Highway  24  to  Topeka,  Kans.,  and  return 
over  the  same  route,  and  (2)  from  Kan¬ 
sas  City,  Mo.,  over  U.  S.  Highway  40  to 
junction  U.  S.  Highway  24,  and  thence 
over  U.  S.  Highway  24  to  Topeka,  Kans., 
and  return  over  the  same  route,  serving 
all  intermediate  points  between  Topeka 
and  Tonganoxie,  Kans.,  and  between 
Topeka  and  Zarah,  Kans.,  including 
Tonganoxie  and  Zarah,  Kans.,  and  the 
off-route  point  of  the  Sunflower  Ord¬ 
nance  Works,  near  De  Soto,  Kans. 

NO.  MC  52869  SUB  27,  K  G.  BALSAM, 
L.  W.  BALSAM,  S.  F.  DeFRANCE  AND 

V.  L.  DeFRANCE,  doing  business  as 
BALSAM  &  DeFRANCE,  707  Fort  Street. 
Miles  City,  Mont.  For  authority  to 
operate  as  a  common  carrier,  over  irreg¬ 
ular  routes,  transporting:  Petroleum 
and  petroleum  products,  in  bulk,  in  tank 
trucks,  between  Williston,  N.  Dak.,  and 
points  within  10  miles  thereof,  on  the 
one  hand,  and,  on  the  other,  the  United 
States-Canada  International  Boundary 
line  at  Opheim,  Scobey,  Whitetail,  and 
Raymond,  Mont.,  and  Fortuna,  Ambrose, 
Noonan,  Portal,  and  Northgate,  N.  Dak. 
Applicant  is  authorized  to  conduct 
operations  in  Montana,  North  Dakota, 
South  Dakota,  and  Wyoming. 

NO.  MC  52869  SUB  28,  E.  G.  BALSAM, 
L.  W.  BALSAM,  S.  F.  DeFRANCE  AND 
V.  L.  DeFRANCE,  doing  business  as 
BALSAM  &  DeFRANCE.  707  Fort  Street, 
Miles  City,  Mont.  For  authority  to 
operate  as  a  common  carrier,  over  ir¬ 
regular  routes,  transporting:  Crude  oil, 
in  bulk,  in  tank  trucks,  from  points  in 
Montana  east  of  U.  S.  Highway  91,  from 
points  west  of  U.  S,  Highway  83  in  North 
Dakota,  and  from  points  west  of  U.  S. 
Highway  83  and  north  of  U.  S.  Highway 
212  in  South  Dakota  to  pipe  line  head  at 
Frannie,  Wyo„  and  between  the  above- 
described  areas  in  Montana  and  North 
Dakota  and  described  area  in  South 
Dakota.  Applicant  is  authorized  to  con¬ 
duct  operations  in  Montana,  North 
Dakota.  South  Dakota,  and  Wyoming, 

NO.  MC  53496  SUB  7,  EMORY  H. 
ANDERSON  AND  MRS.  CECILLE  M. 
ANDERSON,  doing  business  as  WOOD 
&  FENDER,  3009  Dean  Avenue,  Des 
Moines,  Iowa.  Applicant’s  attorney: 
Robert  E.  Dreher,-  Brunk  &  Janss,  212 
Equitable  Building,  Des  Moines  9,  Iowa. 
For  authority  to  operate  as  a  contract 
carrier,  over  irregular  routes,  transport¬ 
ing;  Meats,  meat  products  and  meat  by¬ 
products,  as  defined  by  the  Commission, 
from  Des  Moines.  Iowa,  to  points  in  the 


New  York,  N.  Y.,  Commercial  Zone,  as 
defined  by  the  Commission,  Syracuse, 
N.  Y.,  Newark,  N.  J.,  Philadelphia,  Pa., 
and  the  District  of  Columbia.  Applicant 
Is  authorized  to  conduct  operations  in 
Iowa  and  Illinois. 

NO.  MC  56901  SUB  27,  HEARNE  MO¬ 
TOR  FREIGHT  LINES,  INC.,  P.  O.  Box 
877,  Seagraves,  Tex.  Applicant’s  attor¬ 
ney:  Zollie  C.  Steakley,  Perry-Brooks 
Bldg.,  Austin  1,  Tex.  For  authority  to 
operate  as  a  common  carrier,  over  regu¬ 
lar  routes,  transporting:  General  com¬ 
modities,  except  those  of  unusual  value,  ‘ 
Class  A  and  B  explosives,  livestock, 
household  goods  as  defined  by  the  Com¬ 
mission,  commodities  in  bulk,  and  those 
requiring  special  equipment,  (1)  Serving 
the  site  of  the  plant  of  the  Stanolind  Oil 
and  Gas  Company,  known  as  the  “Mid¬ 
land  Farms  Gasoline  Plant’’,  located  on 
an  unnumbered  road  (approximately 
13V^  miles  south  of  Andrews,  Tex.,  and 
approximately  2y2  miles  off  and  east  of 
Texas  State  Highway  51),  as  an  off- 
route  point  in  connection  with  carrier’s 
regular  route  operations  between  An¬ 
drews,  Tex.,  and  Odessa,  Tex.;  (2)  serv¬ 
ing  the  site  of  the  plant  of  Cities  Service 
Oil  Company  located  on  an  unnumbered 
road  (approximately  9  miles  west  of 
Seminole,  Tex.,  and  approximately  2 
miles  north  and  V2  mile  west  of  the  in¬ 
tersection  of  U.  S.  Highways  62  and  180, 
with  Texas  Farm  Road  1757),  thence 
over  Texas  Farm  Road  1757  to  junction 
unnumbered  road  and  thence  over  un¬ 
numbered  road  to  said  plant  site,  as  an 
off-route  point  in  connection  with  appli¬ 
cant’s  regular  route  operations  between 
Seminole,  Tex.,  and  Plains,  Tex.;  (3)  be¬ 
tween  the  intersection  of  Texas  Highway 
115  and  Texas  Farm  Road  781,  and  Jal, 
N.  Mex.,  over  Texas  Farm  Road  781  to 
the  Texas-New  Mexico  State  line,  and 
thence  over  New  Mexico  Highway  259 
serving  all  intermediate  points  including 
the  site  of  the  plant  of  the  Pure  Oil 
Company,  located  on  Texas  Farm  Road 
781  (located  approximately  13  miles  west 
of  the  intersection  of  Texas  Farm  Road 
781  and  Texas  Highway  115) ;  (4)  be¬ 
tween  junction  Texas  Highway  115  and 
Texas  Farm  Road  181,  and  junction 
Texas  Farm  Road  181  and  Texas  High¬ 
way  302,  over  Texas  Farm  Road  181,  as 
an  alternate  route,  for  operating  conven¬ 
ience  only,  in  connection  with  carrier’s 
regular  route  operations,  (a)  between 
Andrews,  Tex.,  and  Kermit,  Tex.,  over 
Texas  Highway  115,  and  (b)  between 
Andrews,  Tex.,  and  Odessa,  Tex.,  over 
Texas  Highway  51,  and  (c)  between 
Odessa,  Tex.,  and  Kermit,  Tex.,  over 
Texas  Highway  302.  Applicant  is  au¬ 
thorized  to  conduct  operations  in  Texas, 
New  Mexico,  Oklahoma  and  Kansas. 

NO.  MC  59292  SUB  5,  THE  MARY¬ 
LAND  TRANSPORTAnON  COMPANY, 
a  corporation,  1111  Frankfurst  Ave., 
Baltimore  25,  Md.  For  authority  to 
operate  as  a  common  carrier,  over  irreg¬ 
ular  routes,  transjKjrting:  Firebrick,  and 
related  articles  such  as  high  temperature 
bonding  mortar,  fire  clay,  and  plastic 
firebrick,  from  Baltimore,  Md.,  to  Weir- 
ton.  Wheeling,  Follansbee,  and  Winton, 

W.  Va.,  Steubenville,  Yoimgstown,  Mingo 
Junction.  Toronto,  East  Liverpool,  and 
Lowellville,  Ohio,  and  New  Castle,  Pa. 


Applicant  is  authorized  to  conduct  opera¬ 
tions  in  Maryland,  Pennsylvania,  Dela¬ 
ware,  New  Jersey,  Virginia,  West 
Virginia,  and  the  District  of  Columbia. 

NO.  MC  66562  SUB  1208,  RAILWAY 
EXPRESS  AGENCTY,  INCORPORATED 
219  East  42d  Street,  New  York,  17,  N.  Y. 
For  authority  to  operate  as  a  common 
carrier,  over  regular  routes,  transport¬ 
ing:  General  commodities,  including 
Class  A  and  B  explosives,  moving  in  ex¬ 
press  service,  between  New  London, 
Conn.,  and  Dayville,  Conn.,  as  follows: 
From  New  London  over  Connecticut 
Highway  32  to  Norwich,  thence  over 
Connecticut  Highway  12  to  Taftville, 
thence  over  Connecticut  Highway  97  to 
Occum,  thence  over  unnumbered  high¬ 
way  to  Versailles  railroad  station;  thence 
over  unnumbered  highway  to  junction 
Connecticut  Highway  93,  thence  over 
Connecticut  Highway  93  to  junction  Con¬ 
necticut  Highway  138,  thence  over  Con¬ 
necticut  Highway  138  to  junction 
Connecticut  Highway  12,  thence  over 
Connecticut  Highway  12  to  junction  Coi^- 
necticut  Highway  101,  thence  over  Con¬ 
necticut  Highway  101  to  Dayville,  and 
return  over  the  same  route,  serving  the 
intermediate  points  of  Versailles,  Jewett 
City,  Plainfield  and  Danielson;  between 
Dayville,  Conn.,  and  New  London,  Conn,, 
as  follows:  From  Daiwille  over  Connec¬ 
ticut  Highway  101  to  junction  Connecti¬ 
cut  Highway  12,  thence  over  Connecticirt 
Highway  12  to  Norwich,  thence  over 
Connecticut  Highway  32  to  New  London, 
and  return  over  the  same  route,  serving 
the  intermediate  points  of  Jewett  City, 
Plainfield  and  Danielson,  and  the  off- 
route  point  of  Versailles;  between  New 
London,  Conn.,  and  Higganum,  Conn., 
as  follows;  Prom  New  London  over  Alter¬ 
nate  U.  S.  Highway  1  to  junction  Con¬ 
necticut  Highway  156,  thence  over  Con¬ 
necticut  Highway  156  to  Niantic,  thence 
over  Connecticut  Highway  161  to  junc¬ 
tion  U.  S.  Highway  1,  thence  over  U.  S. 
Highway  1  to  junction  Connecticut  High¬ 
way  80,  thence  over  Connecticut  Highway 
80  to  Connecticut  Highway  9,  thence 
over  Connecticut  Highway  9  to  Higga¬ 
num.  and  return  over  the  same  route, 
serving  the  intermediate  points  of  East 
Lyme,  Niantic,  Essex,  and  Deep  River, 
and  the  off -route  point  of  Old  Lsune, 

NO.  MC  71067  SUB  5,  WILFRED  VAN 
GORP  AND  BONNA  VAN  GORP,  doing 
business  as  VAN  GORP  VAN  SERVICE, 
5705  Southern  Parkway,  Louisville,  Ky. 
Applicant’s  representative:  H.  C.  Kelt- 
ing.  Room  102,  Board  of  Trade  Bldg.,  301 
West  Main  St.,  Louisiville  2,  Ky.  For 
authority  to  operate  as  a  common  car¬ 
rier,  over  irregular  routes,  transporting; 
Horses,  other  than  ordinary  horses,  and 
in  connection  therewith,  personal  effects 
of  attendants,  supplies  and  equipment, 
including  mascots,  used  in  the  care  and 
exhibition  of  such  animals,  between 
points  in  Michigan,  Ohio,  Illinois,  Ken¬ 
tucky,  Louisiana,  Arkansas,  Florida, 
Maryland,  Massachusets,  New  Hamp¬ 
shire,  New  York,  Rhode  Island,  Texas, 
Oklahoma,  Indiana,  Elansas,  Missouri, 
and  Nebraska,  on  the  one  hand,  and,  on 
the  other,  points  in  Colorado.  Applicant 
is  authorized  to  conduct  operations  in 
Michigan,  Ohio,  Illinois,  Kentucky, 
Louisiana,  Arkansas,  Florid,  Maryland, 
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Massachusetts,  New  Hampshire,  New 
York,  Rhode  Island,  Texas,  Oklahoma, 
Indiana.  Kansas,  Missouri,  and  Nebraska. 

NO.  MC  71530  SUB  11,  W.  EARL  AP¬ 
PLEGATE,  Station  Road,  Cranbury, 

N.  J.  Applicant’s  attorney:  August  W. 
Heckman,  880  Bergen  Avenue,  Jersey 
City  6,  N.  J.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  Fertilizer,  in  bags,  from 
Cranbury,  N.  J.,  to  points  in  New  York, 
Connecticut,  Rhode  Island,  Massachu¬ 
setts,  Pennsylvania,  Virginia,  Maryland, 
and  the  District  of  Columbia,  and  empty 
containers  or  other  such  incidental 
facilities  used  in  transporting  the  com¬ 
modities  specified  on  return.  Applicant 
is  authorized  to  conduct  operations  in 
Connecticut,  Maryland,  New  Jersey,  New 
York,  and  Pennsylvania. 

NO.  MC  72257  SUB  19,  J.  V.  BRAS¬ 
WELL,  doing  business  as  BRASWELL 
MOTOR  FREIGHT  LINES,  P,  O.  Box 
1961,  El  Paso,  Tex.  Applicant’s  attor¬ 
ney:  T.  S.  Christopher,  Continental  Life 
Bldg.,  Port  Worth  2,  Tex.  For  author¬ 
ity  to  operate  as  a  common  carrier,  over 
regular  routes,  transporting:  G^eral 
commodities,  except  those  of  unusual 
value.  Class  A  and  B  explosives,  baled 
cotton,  household  goods  as  defined  by 
the  Commission,  commodities  in  bulk, 
commodities  requiring  special  equip¬ 
ment,  and  those  injurious  or  contam¬ 
inating  to  other  lading,  between  junction 
Alternate  U.  S.  Highway  90  and  U.  S. 
Highway  90  and  Houston,  Tex.,  operat¬ 
ing  over  U.  S.  Highway  90,  as  an  alter¬ 
nate  route,  serving  no  intermediate 
points,  in  connection  with  carrier’s  reg¬ 
ular  route  operations  between  San  An¬ 
tonio,  Tex.,  and  Houston,  Tex.,  and  also 
General  commodities,  except  Class  A  and 
B  explosives,  livestock,  household  goods 
as  defined  by  the  Commission,  commod¬ 
ities  in  bulk,  and  those  requiring  special 
equipment,  between  Fort  Worth,  Tex., 
and  Dallas,  Tex.,  operating  over  Texas 
Highway  183,  as  an  alternate  route, 
serving  no  intermediate  points,  in  con¬ 
nection  with  carrier’s  regular  route  op¬ 
erations  between  El  Paso,  Tex.,  and 
Dallas,  Tex.  Applicant  is  authorized  to 
conduct  operations  in  Texas,  Arizona 
and  California. 

NO.  MC  76264  SUB  15,  WEBB  ’TRANS¬ 
FER  LINE,  INC.,  Route  60,  Shelbyville, 
Ky.  Applicant’s  attorney:  Robert  M. 
Pearce,  McChesney  &  McChesney,  711 
McClure  Building,  Frankfort,  Ky.  For 
authority  to  operate  sis  a  common  car~ 
Tier,  over  irregular  routes,  transporting: 
Steel  storage  tanks,  not  requiring  the 
we  of  special  equipment,  and  parts 
thereof  or  accessories  thereto  when 
transported  with  such  tanks,  between 
points  in  the  Louisville,  Ky.,  Commer¬ 
cial  Zone,  as  defined  by  the  Conunission, 
on  the  one  hand,  and,  on  the  other, 
points  in  Alabama,  Arkansas,  Florida, 
Georgia,  Illinois,  Indiana.  Louisiana, 
Mississippi,  Missouri,  North  Carolina, 
Ohio,  South  Carolina,  Tennessee,  Vir- 
Sinia.  and  West  Virginia. 

NO.  MC  78705  SUB  9,  McLAIN 
trucking,  INC.,  1242  N.  Jefferson  St., 
Muncie,  Ind.  Applicant’s  attorney: 
Charles  Pieroni,  Pieroni,  Pieroni,  Hynes 
^  Dixon,  523  Johnson  Building,  Muncie, 
^d.  For  authority  to  operate  as  a  con¬ 


tract  carrier,  over  irregular  routes, 
transporting:  (1)  Castings,  iron  or  steel, 
between  Muncie,  Ind.,  on  the  one  hand, 
and,  on  the  other,  Trenton,  Mich.,  and 
the  site  of  the  Packard  Motor  Car  Com¬ 
pany  at  Utica,  Mich.;  (2)  engine  parts, 
driving  gear  {running  gear)  parts,  steer¬ 
ing  gear  parts,  transmissions  and  con¬ 
trol  parts,  between  Muncie,  Ind.,  and  the 
site  of  the  Packard  Motor  Car  Company 
at  Utica,  Mich.;  (3)  steering  wheels,  be¬ 
tween  Portland,  Ind,,  and  the  site  of  the 
Packard  Motor  Car  Company  at  Utica, 
Mich.;  (4)  skids  and  pallets,  and  parts 
thereof,  and  accessories  therefor,  from 
Muncie,  Ind,,  to  Detroit,  Mich.;  and  (5) 
protective  devices,  metal,  paper  or  fibre, 
used  to  protect  transmissions,  gear  parts 
and  overdrives,  in  transit,  from  Detroit, 
Mich.,  and  Toledo,  Ohio,  to  Muncie,  Ind. 
Applicant  is  authorized  to  conduct  oper¬ 
ations  in  Ohio,  Indiana,  Michigan,  Illi¬ 
nois,  and  New  York. 

NO.  MC  82625  SUB  5,  AZALEA 
MOTOR  LINES,  INC.,  612  Houston 
Street,  Mobile,  Ala.  For  authority  to 
operate  as  a  common  carrier,  over  regu¬ 
lar  and  irregular  routes,  transporting; 
General  commodities,  including  com¬ 
modities  of  unusual  value.  Class  A  and 
B  explosives,  household  goods,  as  defined 
by  the  Commission,  commodities  in  hulk, 
and  those  requiring  special  equipment, 
(1)  between  Mobile.  Ala.,  and  Dauphin 
Island,  Ala.,  from  Mobile,  Ala.,  over 
Alabama  Highway  163  to  Dauphin 
Island,  Ala.,  and  thence  over  irregular 
routes  to  points  on  Dauphin  Island, 
serving  all  intermediate  points  on  Ala¬ 
bama  Highway  163,  and  the  off-route 
point  of  Point  Aux  Pins,  Ala.;  and  (2) 
between  points  on  Dauphin  Island,  Ala. 
Applicant  is  authorized  to  conduct  oper¬ 
ations  in  Alabama  and  Mississippi. 

NO.  MC  85880  SUB  2,  WILLIAM  A. 
BEEBE,  doing  business  as  W.  A.  “BILL” 
BEIEBE,  Box  1136,  726  South  Washing¬ 
ton  Avenue,  El  Dorado,  Ark.  Applicant’s 
attorney:  Ed  E.  Ashbaugh,  902  Wallace 
Building,  Little  Rock,  Ark.  For  authority 
to  operate  as  a  common  carrier,  over  ir¬ 
regular  routes,  transporting ;  Machinery, 
equipment,  materials,  and  supplies  used 
in  or  in  connection  with  the  discovery, 
development,  production,  refining,  man¬ 
ufacture,  processing,  storage,  transmis¬ 
sion  and  distribution  of  natural  gas  and 
petroleum  and  their  products  and  by¬ 
products,  and  machinery,  equipment, 
materials,  and  supplies  used  in  or  in 
connection  with  the  construction,  op¬ 
eration,  repair,  servicing,  maintenance, 
and  dismantling  of  pipe  lines,  including 
the  springing  and  picking  up  thereof, 
except  in  connection  with  main  pipe 
lines,  between  points  in  Arkansas, 
Louisiana,  Mississippi,  Oklahoma,  Ten¬ 
nessee  and  Texas.  Applicant  is  author¬ 
ized  to  conduct  operations  in  Arkansas, 
Louisiana.  Mississippi,  Oklahoma,  Ten¬ 
nessee,  and  Texas, 

NO.  MC  92983  SUB  93,  ELDON 
MILLER,  INC.,  1030  Riverside  Drive, 
P.  O.  Box  232,  Iowa  City,  Iowa.  For  au¬ 
thority  to  operate  as  a  common  carrier, 
over  irregular  routes,  transporting: 
Petroleum  and  petroleum  products,  in 
bulk,  in  tank  vehicles,  from  Amboy,  HI., 
and  points  within  10  miles  thereof,  to 
points  in  Iowa  and  Wisconsin  within  200 


miles  of  Amboy.  Applicant  is  author¬ 
ized  to  conduct  operations  ip  Illinois, 
Iowa,  Minnesota,  Missouri,  Nebraska  and 
Wisconsin. 

NO.  MC  92983  SUB  96,  ELDON 
MILLER,  INC.,  1030  Riverside  Drive,  P. 
O.  Box  232,  Iowa  City,  Iowa.  For  au¬ 
thority  to  operate  as  a  common  carrier, 
over  irregular  routes,  transporting: 
Petroleum  and  petroleum  products,  in 
bulk,  in  tank  vehicles,  from  Madison, 
Wis.,  and  points  within  15  miles  thereof, 
to  points  in  Illinois  on  and  north  of 
Illinois  Highway  64.  Applicant  is  au¬ 
thorized  to  conduct  operations  in  Illi¬ 
nois,  Iowa,  Minnesota,  Missouri,  Ne¬ 
braska  and  Wisconsin. 

NO.  MC  92983  SUB  99,  ELDON 
MILLER,  INC.,  1030  Riverside  Drive,  P. 
O.  Box  232,  Iowa  City,  Iowa.  For  au¬ 
thority  to  operate  as  a  common  carrier, 
over  irregular  routes,  transporting :  Fats, 
lards,  tallows,  and  greases,  in  bulk,  from 
Omaha,  Nebr.,  to  points  in  Iowa  and 
Nebraska.  Applicant  is  authorized  to 
conduct  operations  in  Illinois,  Iowa, 
Kansas,  Massachusetts,  Minnesota,  Mis¬ 
souri,  Nebraska,  New  York,  Ohio,  South 
Dakota,  Tennessee,  Texas  and  Wisconsin. 

NO.  MC  95540  SUB  238  (amended), 
WATKINS  MOTOR  LINES,  INC.,  Cas¬ 
sidy  Road,  P,  O.  Box  785,  'Thomasville, 
Ga.  Applicant’s  attorney:  Joseph  H. 
Blackshear,  Gainesville,  Ga.  For  au¬ 
thority  to  operate  as  a  cgmmon  carrier, 
over  irregular  routes,  transporting : 
Meats,  meat  products,  and  meat  by¬ 
products,  and  dairy  products  as  defined 
by  the  Commission,  from  Dallas  and  Fort 
Worth,  Tex.,  to  points  in  New  York, 
Massachusetts,  New  Jersey,  Pennsyl¬ 
vania,  Delaware,  Maryland,  Virginia,  and 
the  District  of  Columbia.  Applicant  is 
authorized  to  conduct  operations  to 
points  in  the  United  States  except  Ari¬ 
zona,  California,  (Colorado,  Connecticut, 
Idaho,  Maine,  Massachusetts,  Montana, 
Nevada,  New  Hampshire,  New  Mexico, 
North  Dakota.  Oregon,  Rhode  Island. 
South  Dakota.  Utah,  Vermont,  Washing¬ 
ton,  Wyoming,  and  the  District  of  Co¬ 
lumbia. 

NO.  MC  97264  SUB  10.  S.  A.  MARK- 
LEY  AND  LOREN  G.  MARKLEY,  doing 
business  as  M.  &  M.  TRUCK  COMPANY 
OF  WYOMING.  Box  2050,  Casper,  Wyo. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing:  Petroleum  and  petroleum  products, 
in  bulk,  in  tank  trucks,  from  tank  truck 
loading  terminals  located  in  that  part 
of  North  Dakota  on  and  west  of  U.  S. 
Highway  83,  to  points  in  Wyoming.  Ap¬ 
plicant  is  authorized  to  conduct  opera¬ 
tions  in  Wyoming. 

NO.  MC  97264  SUB  11.  S.  A.  MARK- 
LEY  AND  LOREN  G.  MARKLEY,  doing 
business  as  M.  &  M.  TRUCK  COMPANY 
OF  WYOMING,  Box  2050,  Casper,  Wyo. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing:  Petroleum  and  petroleum  products, 
in  bulk,  in  tank  trucks,  from  all  tank 
truck  loading  terminals  in  Nebraska,  to 
points  in  South  Dakota,  Applicant  is 
authorized  to  conduct  operations  in 
Wyoming. 

NO.  MC  98843  SUB  1,  FISHER 
EHLANDO  CORPORA'TION.  12885  Vir¬ 
gil,  Detroit,  Mich.  Applicant’s  attorney : 
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Robert  A.  Sullivan,  2606  Guardian  Bldg., 
Detroit  26,  Mich.  For  authority  to  oper¬ 
ate  as  a  common  carrier,  over  regular 
routes,  transporting:  General  commodi¬ 
ties,  except  those  of  unusual  value.  Class 
A  and  B  explosives,  household  goods,  as 
defined  by  the  Commission,  commodities 
in  bulk,  commodities  requiring  special 
equipment,  and  those  injurious  or  con¬ 
taminating  to  other  lading,  between  the 
following  points  in  Michigan:  (1)  be¬ 
tween  Wyandotte  and  junction  West 
Road  and  Allen  Road,  operating  from 
Wyandotte  over  Wasme  County  Road  379 
to  jimction  West  Road,  thence  over  West 
Road  to  junction  Allen  Road,  and  return; 
(2)  between  Wyandotte  and  Detroit  over 
Wayne  County  Road  379;  (3)  between 
Wyandotte  and  Detroit  over  Fort  Street; 
(4)  between  Wyandotte  and  the  Ford 
Bomber  Plant,  operating  from  Wyan¬ 
dotte  over  Fort  Street  to  Goddard  Road, 
thence  over  Goddard  Road  to  Wayne 
Road,  thence  over  Wayne  Road  to  High¬ 
way  M-17,  thence  over  Highway  M-17  to 
Ford  Bomber  Plant,  and  return;  (5)  be¬ 
tween  Wyandotte  and  Dearborn,  operat¬ 
ing  from  Wyandotte  over  Fort  Street  to 
Southfield  Road,  thence  over  Southfield 
Road  to  Oakfield  Blvd.,  thence  over  Oak- 
field  Blvd.,  to  Dearborn,  and  return; 
(6)  between  Wyandotte  and  Ferndale, 
operating  from  Wyandotte  over  Fort 
Street  to  Detroit,  thence  over  U.  S.  High¬ 
way  10  to  Ferndale,  and  return;  (7) 
between  Wyandotte  and  Willow  Run, 
operating  from  Wyandotte  over  Fort 
Street  to  Southfield  Road,  thence  over 
Southfield  Road  to  Oakwood  Blvd., 
thence  over  Oakwood  Blvd.,  to  Dearborn, 
thence  over  U.  S.  Highway  112  to  Raw- 
sonville  Road,  thence  over  Rawsonville 
Road  to  the  Ford  Bomber  Plant,  and 
return;  (8)  between  Wyandotte,  Willow 
Run  and  Dearborn  over  Express  Highway 
M-112.  Applicant  proposes  to  serve  all 
intermediate  points  on  the  above-de¬ 
scribed  routes  and  the  off-route  points  of 
the  plant  of  the  Packard  Motor  Car 
Company  located  just  north  of  Utica, 
and  the  site  of  the  Naval  Industrial  Re¬ 
serve  Aircraft  Plant  located  at  the  inter¬ 
section  of  North  Lane  Highway  and 
Huron  River  Drive,  Romulus  Township, 
Wasme  County,  Mich. 

NO.  MC  100592  SUB  6,  JAMES 
STUFFO,  INC.,  A  and  Venango  Streets, 
Philadelphia  34,  Pa.  Applicant’s  at¬ 
torney:  M.  Randall  Marston,  515  E. 
Wynnewood  Road  Merion  Station,  Pa. 
For  authority  to  operate  as  a  contract 
carrier,  over  irregular  routes,  transport¬ 
ing:  Clay  sewer  pipe,  uncrated,  from 
points  in  Ohio  within  75  miles  of  East 
Liverpool,  Ohio,  to  Philadelphia,  Pa.,  and 
points  in  Pennsylvania  within  50  miles  of 
Philadelphia,  and  points  in  New  Jersey, 
Delaware,  Maryland,  and  New  York. 
Applicant  is  authorized  to  conduct  op¬ 
erations  in  Ohio  and  Pennsylvania. 

NO.  MC  103370  SUB  37,  BEST  MOTOR 
LINES,  2511  Swiss  Avenue,  Dallas  1, 
Texas.  Applicant’s  attorney:  Reagan 
Sayers,  Century  Life  Building,  Fort 
Worth,  Texas.  For  authority  to  operate 
as  a  common  carrier,  transporting :  Gen¬ 
eral  commodities,  except  loose  bulk,  com¬ 
modities,  livestock.  Class  A  and  B  ex¬ 
plosives,  currency,  bullion,  articles  of 
virtu,  commodities  deemed  contaminat- 
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Ing  and  injurious  to  other  lading,  and 
those  which  exceed  ordinary  equipment 
and  loading  facilities,  between  Fort 
Worth,  Tex.,  and  junction  Texas  High¬ 
way  121  and  U.  S.  Highway  75  at  a  point 
south  of  McKinney,  Tex.,  over  Texas 
Highway  121,  serving  no  intermediate 
points,  restricted  to  traffic  moving  be¬ 
tween  Fort  Worth,  Tex.,  on  the  one  hand, 
and,  on  the  other,  St.  Louis,  Mo.,  and 
points  in  Indiana,  Illinois,  and  Ohio  as 
otherwise  authorized,  as  an  alternate 
route  in  connection  with  carrier’s  regu¬ 
lar  route  operations  between  Akron, 
Ohio,  and  Dallas,  Tex.,  between  St.  Louis, 
Mo.,  and  Dallsis,  Tex.,  and  between  Dal¬ 
las,  Tex.,  and  Fort  Worth,  Tex.  Ap¬ 
plicant  is  authorized  to  conduct  opera¬ 
tions  in  Illinois,  Indiana,  Missouri,  Ohio, 
Oklahoma,  and  Texas. 

NO.  MC  104430  SUB  16,  CAPITAL 
TRANSPORT  COMPANY,  INC.,  419 
Dory  Street,  Jackson,  Miss.  Applicant’s 
attorney:  Phineas  Stevens,  623  Plaza 
Bldg.,  Jackson,  Miss.  For  authority  to 
operate  as  a  common  carrier,  by  motor 
vehicle,  over  irregular  routes,  transport¬ 
ing:  Petroleum  products,  in  bulk,  in  tank 
vehicles,  from  Pensacola,  Fla.,  and 
points  within  5  miles  thereof,  to  points 
in  that  part  of  Mississippi  on  and  east 
of  U.  S.  Highway  11  extending  from  the 
Mississippi -Louisiana  State  line  near 
Nicholson,  Miss.,  to  the  Mississippi- Ala¬ 
bama  State  line  near  Kewanee,  Miss. 
Applicant  is  authorized  to  conduct  op¬ 
erations  in  Louisiana  and  Mississippi. 

NO.  MC  106020  SUB  10,  G.  L.  ALLEN 
COMPANY,  5850  Pardee  Street,  Dear¬ 
born,  Mich.  Applicant’s  representative: 
G.  H.  Dnia,  3030  Euclid  Avenue,  Cleve¬ 
land  15,  Ohio.  For  authority  to  operate 
as  a  common  carrier,  over  irregular 
routes,  transporting:  Liquid  petroleum 
asphalt,  in  bulk,  in  tank  vehicles,  from 
Heath,  Ohio,  to  points  in  the  Detroit, 
Mich.,  Commercial  Zone  as  defined  by 
the  Commission.  Applicant  is  author¬ 
ized  to  conduct  operations  in  Illinois, 
Michigan,  and  Ohio. 

NO.  MC  106020  SUB  12.  G.  L.  ALLEN 
COMPANY,  a  corporation,  5850  Pardee 
Road,  Dearborn,  Mich.  Applicant’s  rep¬ 
resentative:  G.  H.  Dilla,  3030  Euclid  Ave., 
Cleveland  15,  Ohio.  For  authority  to 
operate  as  a  common  carrier,  over  irreg¬ 
ular  routes,  transporting:  Materials, 
used  or  useful  in  the  manufacture  of 
commercial  fertilizer,  in  bulk,  between 
Detroit,  Mich.,  on  the  one  hand,  and,  on 
the  other,  Cairo,  Ohio,  and  points  within 
five  (5)  miles  thereof. 

NO.  MC  107002  SUB  59  (amended), 
WALTER  M.  CHAMBERS,  doing  busi¬ 
ness  as  W.  M.  CHAMBERS  TRUCK 
LINE,  110  Giuffrias  Avenue,  P.  O.  Box 
687,  New  Orleans,  La,  For  authority  to 
operate  as  a  common  carrier,  over  ir¬ 
regular  routes,  transporting:  Liquid 
glues,  formaldehydes,  synthetic  resins 
and  glue  hardener,  in  bulk,  in  tank  ve¬ 
hicles,  from  Demopolis,  Ala.,  to  points  in 
Arkansas.  Florida,  Georgia,  Louisiana, 
Mississippi,  Tennessee,  and  Texas.  Ap¬ 
plicant  is  authorized  to  conduct  opera¬ 
tions  in  Alabama.  Arkansas,  Florida. 
Georgia.  Louisiana,  Mississippi,  Missouri 
and  Tennessee, 

NO.  MC  107515  SUB  140,  REPRIGER- 
A'TED  TRANSPORT  CO.,  INC.,  290 


University  Avenue,  S.  W.,  Atlanta,  Ga. 
Applicant’s  attorney:  Allan  Watkins, 
Grant  Building,  Atlanta  3,  Ga.  For 
authority  to  operate  as  a  common  car¬ 
rier,  over  irregular  routes,  transporting: 
Frozen  bakery  products,  and  prepared  or 
frozen  dough,  from  Dallas,  Tex.,  and 
points  within  10  miles  thereof,  to  points 
in  Alabama.  Florida,  Georgia  (except 
Atlanta  and  points  within  10  miles  ’ 
thereof).  North  Carolina,  South  Caro¬ 
lina  and  Tennessee.  Applicant  is  au¬ 
thorized  to  conduct  operations  in  Ar¬ 
kansas,  Alabama,  Florida,  Georgia,  Iowa, 
Illinois,  Indiana,  Kentucky,  Louisiana, 
Michigan,  Minnesota,  Mississippi.  Mis¬ 
souri,  North  Carolina.  Ohio,  Oklahoma, 
South  Carolina,  Tennessee,  Texas  and 
Wisconsin. 

NO.  MC  108207  SUB  33,  FROZEN 
FOOD  EXPRESS,  a  corporation  318 
Cadiz  Street,  P.  O.  Box  5382,  Dallas, 
Texas.  Applicant’s  attorney:  Leroy 
Hallman,  617  First  National  Bank  Bldg., 
Dallas  2,  Texas.  For  authority  to  oper¬ 
ate  as  a  common  carrier,  over  irregular 
roirtes,  transporting:  Fresh  meat,  from 
Mount  Pleasant,  Tex,,  to  points  in  Indi¬ 
ana,  Ohio,  and  Kentucky,  and  to  Pitts¬ 
burgh.  Pa..  Madison  and  Milwaukee, 
Wis.,  Albert  Lea,  Austin,  St,  Paul,  and 
Minneapolis.  Minn.  Applicant  is  au¬ 
thorized  to  conduct  operations  in  Texas, 
Louisiana,  Illinois.  Michigan,  Oklahoma, 
Missouri,  Tennessee,  Arkansas,  Missis¬ 
sippi,  Kansas.  California,  Iowa,  and 
Nebraska. 

NO.  MC  108207  SUB  34,  FROZEN 
FOOD  EDa>RESS,  318  Cadiz  Street.  P.  O. 
Box  5382,  Dallas,  Texas,  Applicant’s 
attorney:  Leroy  Hallman.  617  First  Na¬ 
tional  Bank  Building,  Dallas  2,  Texas. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing  :  Uncooked  bakery  goods,  from  Dallas 
and  Fort  Worth,  Tex.,  to  Pittsburgh,  Pa., 
and  points  in  Indiana,  Ohio,  Kentucky, 
Tennessee,  Kansas,  Iowa,  Nebraska, 
New  Mexico,  Arizona,  and  California. 
Applicant  is  authorized  to  conduct 
operations  in  Texas,  Louisiana,  Illinois, 
Indiana,  Michigan,  Oklahoma,  Missouri, 
Arkansas,  Mississippi,  Tennessee,  Kan¬ 
sas,  and  California. 

NO.  MC  108869  SUB  14,  LAURETTA 
BEEMS,  doing  business  as  A.  &  A. 
TRANSFER  &  STORAGE  CO.,  4265 
South  Vermont,  Los  Angeles  37,  Calif. 
Applicant’s  attorney:  Robert  M.  Bradley, 
Suite  200-202  Granada  Professional 
Bldg.,  924  East  Main  St.,  Alhambra, 
Calif.  For  authority  to  operate  as  a  con¬ 
tract  carrier,  over  irregular  routes, 
transporting:  Uncrated  commercial 

equipment,  furniture,  fixtures,  and  sup¬ 
plies,  for  use  and  installation  in  public, 
commercial,  banking,  and  mercantile  in¬ 
stitutions  and  establishments,  between 
points  in  Los  Angeles  County,  Calif.,  on 
the  one  hand,  and,  on  the  other,  points 
in  Arizona,  Nevada,  New  Mexico,  Oregon, 
Washington,  Idaho,  Utah,  Colorado, 
Montana,  Texas,  and  Wyoming,  re¬ 
stricted  to  shipments  made  under  special 
and  individual  contracts  or  agreements 
with  persons  as  defined  in  section  203 
(a)  (1)  of  the  act  who  operate  hotel  and 
institutional  supply  houses.  Applicant 
is  authorized  to  conduct  contract  car¬ 
rier  operations  in  California,  New 
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Mexico,  Arizona,  and  Nevada,  and  com¬ 
mon  carrier  operations  in  California, 
Arizona,  New  Mexico,  Colorado,  Utah, 
and  Nevada. 

NO.  MC  109156  SUB  5,  L.  W.  HAGE- 
MAN,  doing  business  as  HAGEMAN 
transport  company,  P.  O.  Box  248, 
Laurel,  Mont.  Applicant’s  attorney: 
Jerome  Anderson,  Electric  Building, 
Billings,  Montana,  For  authority  to 
operate  as  a  common  carrier,  over  irreg¬ 
ular  routes,  transporting :  Petroleum  and 
petroleum  products,  in  bulk,  in  tank 
trucks,  from  Williston  and  Dickinson, 
N.  Dak.,  and  points  within  10  miles  of 
each,  to  points  in  Montana.  Applicant 
is  authorized  to  conduct  operations  in 
Montana,  Wyoming,  Idaho,  and  Utah. 

NO.  MC  110988  SUB  28,  KAMPO 
TRANSIT,  INC,,  200  Cecil  Street, 
Neenah,  Wis.  Applicant’s  attorney:  E,  A. 
Solie.  715  First  National  Bank  Building, 
Madison  3,  Wis.  For  authority  to  oper¬ 
ate  as  a  common  carrier,  over  irregular 
routes,  transporting:  Concentrated  spent 
sulphite  (sulphur  waste  liquor),  in 
bulk,  in  tank  vehicles,  from  Appleton, 
Green  Bay  and  Rhinelander,  Wis.,  to 
points  in  the  St.  Louis,  Mo.,  Commercial 
Zone  as  defined  by  the  Commission;  and 
from  Green  Bay,  Wis.,  to  points  in  Illi¬ 
nois,  Indiana,  Michigan,  Minnesota,  and 
Ohio.  Applicant  is  authorized  to  con¬ 
duct  operations  in  Illinois,  Indiana, 
Michigan,  Minnesota,  Ohio,  and  Wis¬ 
consin. 

NO.  MC  111383  SUB  1,  BRASWELL 
MOTOR  FREIGHT  LINES,  a  corpora¬ 
tion,  P.  O.  Box  1961,  El  Paso,  Tex.  Ap¬ 
plicant’s  attorney:  M.  Ward  Bailey, 
Continental  Life  Bldg.,  Port  Worth  2, 
Tex.  For  authority  to  operate  as  a  com¬ 
mon  carrier,  over  regular  routes,  trans¬ 
porting:  General  commodities,  except 
those  of  unusual  value,  CHass  A  and  B 
explosives,  livestock,  household  goods  as 
defined  by  the  Commission,  commodities 
in  bulk,  and  those  requiring  special 
equipment,  between  Houston,  Tex.,  and 
New  Orleans,  La.,  operating  from 
Houston  over  U.  S.  Highway  90  to  Iowa, 
La.,  thence  over  U.  S.  Highway  165  to 
Kinder,  La.,  thence  over  U.  S.  Highway 
190  to  Baton  Rouge,  La.,  thence  over 
U.  S.  Highway  65  to  New  Orleans,  and 
return  over  the  same  routes,  serving  all 
intermediate  points  on  the  above-de¬ 
scribed  routes.  Applicant  is  authorized 
to  conduct  operations  in  Texas,  Cali¬ 
fornia  and  Arizona. 

NO.  MC  112005  SUB  7,  K.  &  R.  TRANS¬ 
PORTS,  INCORPORATED,  P.  O.  Box 
676,  Hartford,  Ill.  Applicant’s  attorney: 
Mack  Stephenson,  First  National  Bank 
Building,  Springfield,  Ill.  For  authority 
to  operate  as  a  contract  carrier,  over  ir¬ 
regular  routes,  transporting:  Petroleum 
products,  in  bulk,  in  tank  vehicles,  from 
Amboy,  Ill.,  and  points  within  10  miles 
thereof,  to  points  in  Allamakee,  Clayton, 
Delaware,  Dubuque,  Jones,  Jackson, 
Clinton,  and  Scott  Counties,  Iowa,  and  to 
points  in  that  part  of  Wisconsin  on  and 
wuth  of  a  line  extending  along  U.  S. 
Highway  16  from  LaCh*osse,  Wis.,  to  Wis- 
wnsin  Dells,  Wis.,  thence  in  a  northerly 
direction,  those  points  on  and  east  of 
^line  extending  from  Wisconsin  Dells, 
Wis.,  over  Wisconsin  Highway  13  to 
Junction  Wisconsin  Highway  64,  and 


those  points  on  and  south  of  a  line  ex¬ 
tending  from  junction  Wisconsin  High¬ 
way  13  and  Wisconsin  Highway  64  over 
Wisconsin  Highway  64  to  Marinette,  Wis. 
Applicant  is  authorized  to  conduct  opera¬ 
tions  in  Illinois,  Iowa,  Wisconsin,  and 
Missouri. 

NO.  MC  113312  SUB  2,  LESTER  F. 
MEYER,  doing  business  as  PIONEER 
BULK  CARRIERS,  10  Clayton  Blvd., 
Smyrna,  Del.  Applicant’s  attorney: 
David  P.  Buckson,  Four  The  Green, 
Dover,  Del.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  Fertilizer  materials,  in 
bulk,  from  Camden  and  Paulsboro,  N.  J., 
Marietta,  York,  Bristol  and  Philadelphia, 
Pa.,  and  Baltimore,  Md.,  to  points  in  Del¬ 
aware,  and  those  in  Baltimore,  Harford, 
Cecil,  Kent,  Queen  Annes,  Talbot,  Caro¬ 
line,  Dorchester,  Wicomico,  Worcester 
and  Somerset  Counties,  Md. 

NO.  MC  113908  SUB  5,  ERICKSON 
TRANSPORT  CORPORA'TION,  Coon 
Valley,  Wis.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  Fresh  liquid  egg  albumin, 
in  bulk,  in  tank  Vehicles;  Iresh  liquid  egg 
yolks,  in  bulk,  in  tank  vehicles;  and  fresh 
liquid  eggs,  in  bulk,  in  tank  vehicles, 
from  Quincy,  Ill.,  Terre  Haute,  Ind., 
Zanesville,  Ohio,  Paducah,  Ky.,  Mitchell, 
S.  Dak.,  and  points  in  Iowa,  Missouri, 
Kansas,  Minnesota,  Nebraska,  and  Tex¬ 
as,  to  Topeka,  Kans.,  Chicago,  Ill.,  Min¬ 
neapolis,  Minn.,  and  points  in  Texas, 
Iowa,  and  Missouri. 

NO.  MC  114000  SUB  2,  RICHARD  T. 
VENNER,  JR.,  doing  business  as  VEN- 
NER  MEMORIAL  DIRECT  TRUCK 
SERVICE,  192  College  Avenue,  Wads¬ 
worth,  Ohio.  Applicant’s  representa¬ 
tive:  G.  H.  Dilla,  3350  Superior  Avenue, 
Cleveland  14,  Ohio.  For  authority  to 
operate  as  a  common  carrier,  over  ir¬ 
regular  routes,  transporting:  Granite, 
marble,  slate,  and  stone,  in  the  rough  or 
polished,  between  Akron,  Ohio,  on  the 
one  hand,  and,  on  the  other,  points  in 
Ohio,  restricted  to  shipments  having  a 
prior  or  subsequent  interstate  movement 
to  or  from  Akron,  Ohio. 

NO.  MC  114191  SUB  2,  M.  BRUENGER 
&  CO.,  INC.,  123  South  Rock  Island 
Street,  Wichita,  Kans.  Applicant’s  at¬ 
torney:  J.  Wm.  Townsend,  Steiger  & 
Townsend,  204-206  Central  Building, 
Topeka,  Kansas.  For  authority  to  op¬ 
erate  as  a  contract  carrier,  over  irregu¬ 
lar  routes,  transporting:  Butter,  dressed 
poultry,  and  eggs,  in  any  form  or  parts 
thereof,  such  as  dried,  desiccated,  shelled 
or  frozen,  under  refrigeration,  from 
Arkansas  City,  Chanute,  Concordia,  Em¬ 
poria,  Everest,  Hillsboro,  Hutchinson, 
Marysville,  Newton,  Topeka,  Winfield, 
and  Wichita,  Kans.,  Decatur,  and  Siloam 
Springs,  Ark.,  and  points  in  Arkansas 
within  50  miles  of  Decatur,  Ark.,  to 
points  in  Colorado,  New  Mexico,  Arizona, 
Nevada,  and  California.  Frozen  foods 
and  fruit  juices,  under  refrigeration, 
from  the  above-specified  destination 
points  to  the  above-named  origin  points. 

NO.  MC  114194  SUB  1,  KREIDER 
TRUCK  SERVICE,  INC.,  304  East  Clay 
Street,  Collinsville,  Ill.  Applicant’s  at¬ 
torney:  Ernest  A.  Brooks  H,  1310  Am¬ 
bassador  Building,  St.  Louis  1,  Mo.  For 
authority  to  operate  as  a  common  car¬ 


rier,  over  irregular  routes,  transporting: 
Corn  products,  com  starch,  com  sugar, 
com  syrup,  unmixed  (glucose),  and  com 
oil,  in  bulk,  in  tank  vehicles,  between 
points  in  the  St.  Louis,  Mo.-East  St. 
Louis,  HI.,  Commercial  Zone,  as  defined 
by  the  Commission,  on  the  one  hand, 
and,  on  the  other,  points  in  Tennessee, 
Kentucky,  Ohio,  Missouri,  Hlinols,  and 
Indiana.  Applicant  is  authorized  to 
conduct  operations  in  Hlinois,  Missouri 
and  Tennessee. 

NO.  MC  114599  SUB  1,  CHESTER  W. 
BASE,  doing  business  as  CHET  BASE 
'TRANSPORTA’nON  CO.,  P.  O.  Box  964, 
Boise,  Idaho.  Applicant’s  attorney: 
Raymond  D.  Givens,  O’Leary,  Doane  & 
Givens,  1530  Idaho  Street,  P.  O.  Box 
964,  Boise,  Idaho.  For  authority  to  op¬ 
erate  as  a  common  carrier,  over  irregu¬ 
lar  routes,  transporting:  Cement,  from 

(1)  Lime,  Oreg.,  to  points  in  Idaho,  and 

(2)  between  points  in  Idaho. 

NO.  MC  114610  SUB  1,  EDWARD 
SMITH  AND  J.  B.  THUDIUM,  doing 
business  as  SMITH  &  THUDIUM.  1524 
North  Main  Street,  Brookfield,  Mo.  Ap¬ 
plicant’s  attorney:  James  Glenn,  Ma¬ 
con,  Mo.  For  authority  to  operate  as  a 
common  carrier,  over  irregular  routes, 
transporting:  Commercial  fertilizer,  in 
paper  or  cloth  bags,  from  Perry,  Iowa, 
to  points  sin  Schuyler.  Adair,  Macon, 
Shelby,  Randolph,  Chariton,  Linn,  Put¬ 
nam.  Sullivan.  Caldwell.  Livingston  and 
Carroll  Counties,  Mo.,  and  deteriorated 
commercial  fertilizer,  on  return  move¬ 
ment. 

NO.  MC  114647,  ROBERT  E. 
FLETCHER,  doing  business  as 
FLETCHER  TRANSFER  &  STORAGE, 
135  North  11th  Street,  Forest  City,  Iowa. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing:  Household  goods  as  defined  by  the 
Commission,  between  points  in  Iowa  and 
Minnesota. 

NO.  MC  114648,  ARNOLD  SAL- 
ZEIDER,  Faithorn,  Mich.  Applicant’s 
attorney:  Michael  D.  O’Hara.  Spies 
Bldg.,  Menominee,  Mich.  For  author¬ 
ity  to  operate  as  a  contract  carrier,  over 
irregular  routes,  transporting:  (1) 
Cheese,  between  the  factory  of  the 
Cloverleaf  Cheese  Co-Op.  (located  on 
Menominee  County  Highway  358,  ap¬ 
proximately  three  miles  west  of  junc¬ 
tion  U.  S.  Highway  41  and  Menominee 
County  Highway  358),  on  the  one  hand, 
and,  on  the  other,  Marinette,  and  Green 
Bay,  Wis.,  and  (2)  Porous  gauze  cheese 
wrappings,  cheese  containers  and  cheese 
boxes,  from  Marinette,  and  Green  Bay, 
Wis.,  to  the  factory  of  the  Cloverleaf 
Cheese  Co-Op.,  located  on  Menominee 
County  Highway  358, 

NO.  MC  114650  SUB  1,  I.  E.  GRAND- 
BOIS,  410  */2  Fourth  Street,  Devils  Lake, 
N.  Dak.  Applicant’s  attorney:  Lee  F. 
Brooks,  408  First  National  Bank  Bldg., 
Fargo,  N.  Dak.  For  authority  to  oper¬ 
ate  as  a  contract  carrier,  over  irregular 
routes,  transporting:  Animal  feeds  and 
poultry  feed,  from  points  in  the  Minne- 
apolis-St.  Paul,  Minn.,  Commercial  Zone, 
as  defined  by  the  Commission,  to  Valley 
City,  Jamestown,  Devils  Lake,  Harvey, 
and  Langdon,  N.  Dak.,  and  empty  con¬ 
tainers  or  other  such  incidental  facilities 
(not  specified)  used  in  transporting  the 
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commodities  specified,  and  grain  on  re¬ 
turn  movement.  _ 

NO.  MC  114666,  OLLIE  DEE  KEN¬ 
NEDY,  1500  O’Brig  Avenue,  Gunters- 
viUe,  Ala.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  Used  motor  vehicles,  by 
truckaway  method,  between  points  in 
Alabama,  Mississippi,  Georgia,  Florida, 
and  Tennessee. 

NO.  MC  114670,  GEORGE  R.  T.  ROB¬ 
ERTS,  Sabetha,  Kans.  Applicant’s  at¬ 
torney;  James  F.  Miller,  500  Board  of  * 
Trade,  10th  and  Wyandotte,  Kansas 
City  6,  Mo.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  Butter  and  eggs,  from  Sa¬ 
betha,  Kans.,  to  St.  Joseph,  Mo.,  Chicago, 
m.,  Philadelphia,  Pa.,  and  New  York, 
N.  Y.  Applicant  is  authorized  to  con¬ 
duct  contract  carrier  operations  in  Illi¬ 
nois,  Kansas,  Missouri,  New  York  and 
Pennsylvania. 

NO.  MC  114674,  SYLVAN  RUDOLPH, 
484  West  18th  Street,  Idaho  Palls,  Idaho. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing:  Petroleum  and  petroleum  products, 
in  bulk,  in  tank  trucks,  from  Bozeman, 
Helena  and  Missoula,  Mont.,  and  points 
within  ten  miles  of  each,  to  points  in 
Idaho  in  and  east  of  the  western  bound¬ 
aries  of  Lemhi,  Custer,  Blaine,  Camas, 
-Gooding  and  Twin  Palls  Counties,  Idaho, 
and  those  in  Rich,  Cache  and  Box  Elder 
Coimties,  Utah,  and  returned  shipments 
on  return  movement. 

NO.  MC  114690,  BOBBIE  W.  PILLIPI 
AND  RAYMOND  FILTJPI,  doing  busi¬ 
ness  as  FTLLIPI  BROS.,  Warren,  Minn. 
Applicant’s  attorney:  Lee  F.  Brooks,  408 
First  National  Bank  Building,  Fargo, 
N.  Dak.  For  authority  to  operate  as  a 
contract  carrier,  over  irregular  routes, 
transporting:  Roofing  materials,  includ¬ 
ing  asphalt,  from  points  in  the  Minne- 
apolis-St.  Paul,  Minn.  Commercial  Zone, 
as  defined  by  Uie  Commission,  to  points 
in  that  part  of  North  Dakota  on  and 
north  of  U.  S.  Highway  2  and  on  and 
east  of  North  Dakota  Highway  20,  and 
empty  containers  or  other  such  inciden¬ 
tal  facilities  (not  ^ecifled)  used  in 
transporting  the  commodities  specified, 
and  grain,  on  return  movement. 

NO.  MC  114706,  WILLIAM  L.  YINO- 
LING,  181  Race  Track  Road,  Bowie,  Md. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing:  Apples  and  peaches,  from  Win¬ 
chester  and  Berryville,  Va.,  Charles 
Town.  Martinsburg,  and  Tablers  Station. 
W.  Va.,  to  Baltimore,  Md.,  Philadelphia, 
Pa.,  Newark,  N.  J.,  New  York,  N.  Y.,  and 
the  District  of  Columbia.  Fruit  prod¬ 
ucts,  from  Winchester  and  Strasburg, 
Va.,  and  Inwood,  W.  Va.,  to  Baltimore, 
Frederick,  and  Cumberland.  Md.,  Phila¬ 
delphia.  Pa.,  Piedmont,  W.  Va.,  the  Dis¬ 
trict  of  Columbia,  and  points  in  North 
Carolina.  Canned  goods,  from  Perry¬ 
man,  'Thurmont,  Frederick  and  Mount 
Airy.  Md.,  and  Greencastle,  Pa.,  to  Win¬ 
chester,  Va.  Fertilizer,  from  Baltimore, 
Md.,  to  Berryville,  Front  Royal,  Win¬ 
chester.  and  Harrisonburg,  Va.,  Charles 
Town,  Martinsburg,  and  Romney,  W.  Va., 
and  all  points  located  on  U.  S.  Highway 
11  between  Winchester  and  Harrison¬ 
burg,  Va.  Hardware,  fencing  materials, 
oils  and  greases,  feed,  seeds,  groceries 


and  spray  materials,  from  Baltimore, 
Md.,  to  Winchester,  Va.  Household 
goods,  as  defined  by  the  Commission,  be¬ 
tween  Winchester,  Va.,  and  points  in 
Virginia  within  ten  miles  thereof,  on  the 
one  hand,  and,  on  the  other,  points  in 
Maryland,  and  the  District  of  Columbia. 

NO.  MC  114706  SUB  1,  WILLIAM  L. 
YINGLING,  181  Race  Track  Road,  Bowie, 
Md.  For  authority  to  operate  as  a  com¬ 
mon  carrier,  over  irregular  routes,  trans¬ 
porting:  General  commodities,  except 
those  of  unusual  value,  and  except  Class 
A  and  B  explosives,  household  goods  as 
defined  by  the  Commission,  commodities 
in  bulk,  commodities  requiring  special 
equipment,  and  those  injurious  or  con¬ 
taminating  to  other  lading,  from  Win¬ 
chester,  Va.,  to  points  in  Virginia  and 
West  Virginia  within  70  miles  of  Win- 

NO.  MC  114706  SUB  2,  WILLIAM  L. 
YINGLING,  181  Race  Track  Road, 
BOwie,  Md.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  General  commodities,  ex¬ 
cept  those  of  unusual  value,  and  except 
Class  A  and  B  explosives,  household 
goods  as  defined  by  the  Commission, 
commodities  in  bulk,  commodities  re¬ 
quiring  special  equipment,  and  those  in¬ 
jurious  or  contaminating  to  other  lading, 
between  Front  Royal,  Va.,  on  the  one 
hand,  and,  on  the  other,  points  in  Vir¬ 
ginia  within  25  miles  of  Front  Royal,  Va. 

NO.  MC  114712,  EARL  ROGERS,  FRED 
ROGERS  AND  HOMER  ROGERS,  doing 
business  as  ROGERS  'TRUCTK  SERVICE, 
Summitville,  Ohio.  Applicant’s  repre¬ 
sentative:  G.  H.  Dilla,  Motor  Carriers 
Tariff  Bureau.  Inc.,  3350  Superior  Ave¬ 
nue,  Cleveland  14,  Ohio.  For  authority 
to  operate  as  a  contract  carrier,  over  ir¬ 
regular  routes,  transporting:  Fire  brick, 
fire  brick  shapes,  fire  clay,  and  cement, 
from  points  in  Columbiana  County,  Ohio, 
and  Irondale,  Ohio,  to  points  in  Penn¬ 
sylvania  on  and  west  of  U.  S.  Highway 
219,  and  empty  containers  or  other  such 
incidental  facilities  (not  specified)  used 
In  transporting  the  commodities  specified 
on  return. 

NO.  MC  114715,  DEEN  A.  THURMAN 
AND  KENNETH  ’THURMAN,  doing  busi¬ 
ness  as  THURMAN’S  GARAGE,  Box 
1146,  Beckley,  W.  Va.  For  authority  to 
operate  as  a  contract  carrier,  over  ir¬ 
regular  routes,  transporting:  Beer,  from 
Cincinnati  and  Cleveland,  Ohio,  and 
Newport,  Ky.,  to  Moimt  Hope  and  Beck- 
ley,  W.  Va.,  and  empty  containers  on 
return. 

NO.  MC  114717,  RENTAL  SERVICE 
COMPANY.  INC.,  814-lst  Avenue,  East, 
Williston,  N.  Dak.  Applicant’s  attorney: 
Lawrence  O’Connell,  Burk,  Mclntee  & 
O’Connell,  Williston,  N.  Dak,  For  au¬ 
thority  to  operate  as  a  contract  carrier, 
over  irregular  routes,  transporting:  Oil 
field  equipment,  pipe,  drilling  equipment, 
and  supplies,  (1)  from  points  in  North 
Dakota  to  points  in  Montana;  and  (2) 
between  Williston,  N.  Dak.,  on  the  one 
hand,  and,  on  the  other,  points  in  North 
Dakota  and  Montana. 

NO.  MC  114719,  FRANK  R.  DEAN, 
JR.,  Beltline  Highway,  Lexington,  Ky. 
For  authority  to  operate  as  a  contract 
carrier,  over  irregular  routes,  transport¬ 
ing:  Malt  beverages,  from  St.  Louis,  Mo., 
and  Peoria,  Ill.,  to  Lexington,  Ky.,  and 


empfjr  containers  or  other  such  inci¬ 
dental  facilities  (not  specified)  used  in 
transporting  the  commodities  specified 
on  return. 

NO.  MC  114720,  JOHN  J.  NELSON 
AND  ROY  D.  WRIGHT,  3127  S.  E.  Con¬ 
cord  Road,  Portland,  Oreg.  Applicant’s 
attorney:  E,  V.  White.  Jr.,  1401  NW.  19th 
Avenue,  Portland  9,  Oreg.  For  authority 
to  operate  as  a  common  carrier,  over  ir¬ 
regular  routes,  transporting;  Lumber 
and  lumber  mill  products,  between  points 
in  Cowlitz,  Clark,  Skamania,  and  IGicki- 
tat  Counties,  Wash.,  and  those  in  that 
part  of  Oregon  west  of  the  eastern 
boundaries  of  Multnomah,  Clackamas, 
Marion,  Linn,  Lane,  Douglas,  and 
Klamath  Counties,  Oreg.,  and  points  in 
Deschutes,  Crook  and  Wheeler  Counties, 
Oreg.,  on  the  one  hand,  and,  on  the 
other,  points  in  that  part  of  California 
on  and  south  of  U.  S.  Highway  40. 

NO.  MC  114721,  ELMER  G.  NOBLE, 
GORDON  E.  NOBLE,  AND  RAYMOND 
A.  NOBLE,  doing  business  as  GRUNDY’S 
GARAGE,  17-21  Water  Street.  Williams- 
town,  Mass.  For  authority  to  operate  as 
a  common  carrier,  over  irregular  routes, 
transporting:  Disabled  motor  vehicles,  in 
towaway  service,  between  points  within 
125  miles  of  Williamstown,  Mass.,  includ¬ 
ing  Williamstown. 

NO.  MC  114722,  TOM  GALLO,  306 
Lake  George  Ave.,  Ticonderoga,  New 
York.  Applicant’s  attorney:  John  J. 
Brady,  Jr.,  Brady  &  Brady,  75  State 
Street,  Albany  7,  New  York.  For  au¬ 
thority  to  operate  as  a  common  carrier, 
over  irregular  routes,  transporting: 
Commercial  fertilizer,  in  bags,  from 
Carteret,  N.  J.,  to  points  in  Essex,  Clin¬ 
ton,  Washington,  and  Warren  Counties, 
N.  Y. 

NO.  MC  114723.  ROLLA  WHITTEN, 
doing  business  as  ROLLA  WHITTEN 
TRANSFER,  330  Chestnut  Ave.,  Law- 
renceburg.  Term.  For  authority  to  oper¬ 
ate  as  a  common  carrier,  over  irregular 
routes,  transporting:  Household  goods, 
as  defined  by  the  Commission,  between 
points  in  Lawrence,  Wayne,  Hardin,  and 
Giles  Counties,  Tenn.,  on  the  one  hand, 
and,  on  the  other,  points  in  Tennessee, 
Alabama,  Georgia,  Mississippi,  and 
Florida. 

NO.  MC  114724,  LeROY  WINTERS, 
RR  2,  Postville,  Iowa.  Applicant’s  repre¬ 
sentative:  William  A.  Landau,  1307  East 
Walnut  Street,  Des  Moines  16,  Iowa.  For 
authority  to  operate  as  a  common  car¬ 
rier,  over  irregular  routes,  transporting: 
Semi-processed  cheese,  from  Frankville, 
Gunder,  Ludlow,  and  Volney,  Iowa,  to 
Fennimore,  Wis.,  and  empty  containers 
or  other  such  incidental  facilities  (not 
specified)  used  in  transporting  the  com¬ 
modities  specified  on  return. 

NO.  MC  114725,  W.  F.  WYNNE,  doing 
business  as  WYNNE  TRANSPORT 
SERVICE,  115th  &  Seward  Streets. 

Omaha,  Nebraska.  Applicant’s  attor¬ 
ney:  Samuel  Zacharia,  Suite  339  Omaha 
National  Bank  Building,  Omaha  2,  Nebr. 
For  authority  to  operate  as  a  common 
carrier,  over  irregular  routes,  transport¬ 
ing:  Anhydrous  ammonia,  in  bulk,  and 
fertlizer,  in  bulk,  including  nitrogen 
fertilizer  solutions,  mixed  fertilizers,  and 
fertilizer  materials,  in  bulk,  in  tank  ve¬ 
hicles,  from  the  site  of  the  Allied  Chemi¬ 
cal  &  Dye  Corporation  Plant  at  or  near 
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LaPlatte,  Nebr„  to  points  In  Iowa  and 
Nebraska,  and  damaged  shipments  on 
return. 

CORRECTION 

In  Federal  Register  Document  54-3148, 
published  at  page  2485  of  the  issue  for 
Wednesday,  April  28,  1954,  the  follow¬ 
ing  change  should  be  made: 

In  the  second  column  on  page  2487, 
application  No.  MC  112846  Sub  2,  item 
(2)  should  read  “in  bulk,  in  tank 
vehicles”. 

APPLICATIONS  UNDER  SECTIONS  5  AND 
210A  (B) 

Protests,  consisting  of  an  original  and 
two  copies,  to  the  granting  of  an  ap¬ 
plication  must  be  filed  with  the  Com¬ 
mission  within  30  days  from  the  date  of 
publication  of  this  notice  in  the  Federal 
Register  (49  CFTl  1.240) .  Failure  to  sea¬ 
sonably  file  a  protest  will  be  construed 
as  a  waiver  of  opposition  and  participa¬ 
tion  in  the  proceeding  unless  an  oral 
hearing  is  held.  In  addition  to  other 
requirements  of  Rule  40  of  the  general 
rules  of  practice  of  the  Commission  (49 
CPR  1.40),  protests  shall  include  a  re¬ 
quest  for  a  public  hearing,  if  one  is 
desired,  and  shall  specify  with  particu¬ 
larity  the  facts,  matters,  and  things 
relied  upon,  but  shall  not  include  issues 
or  allegations  phrased  generally.  Pro¬ 
tests  containing  general  allegations  may 
be  rejected.  Requests  for  an  oral  hear¬ 
ing  must  be  supported  by  an  explanation 
as  to  why  the  evidence  cannot  be  sub¬ 
mitted  in  the  form  of  affidavits.  Any  in¬ 
terested  person,  not  a  protestant,  desiring 
to  receive  notice  of  the  time  and  place 
of  any  hearing,  prehearing  conference, 
taking  of  depositions,  or  other  proceed¬ 
ings  shall  notify  the  Commission  by  let¬ 
ter  or  telegram  within  30  days  from  the 
date  of  publication  of  this  notice  in  the 
Federal  Register. 

Except  when  circumstances  require 
Immediate  action,  an  application  for  ap¬ 
proval,  under  section  210a  (b)  of  the  act, 
of  the  temporary  operation  of  motor 
carrier  properties  sought  to  be  acquired 
in  an  application  under  section  5  (2)  will 
not  be  disposed  of  sooner  than  10  days 
from  the  date  of  publication  of  this  no¬ 
tice  in  the  Federal  Register.  If  a  pro¬ 
test  is  received  prior  to  action  being 
taken,  it  will  be  considered. 

NO.  MC-F-5679.  Authority  sought  for 
purchase  by  McCULLOUGH  TRANS¬ 
FER  CO.,  702  Youngstown-Poland  Rd., 
Youngstown,  Ohio,  of  a  portion  of  the 
operating  rights  of  MILDRED  I. 
FULLERTON,  243  Wayne  Ave.,  Youngs¬ 
town,  Ohio,  and  for  acquisition  by  A. 
McCullough  and  Harriet  mc- 
CULLOUGH,  Youngstown,  Ohio,  of  con¬ 
trol  of  the  operating  rights  through  the 
purchase.  Applicants’  attorneys:  Noel 
F.  George  and  John  P.  McMahon,  44  East 
Broad  St.,  Columbus,  Ohio.  Operating 
rights  sought  to  be  transferred:  Gen¬ 
ial  Commodities,  except  those  of  unu¬ 
sual  value,  and  except  dangerous 
explosives,  household  goods  as  defined  by 
the  Commission,  commodities  in  bulk, 
and  those  requiring  special  equipment,  as 
a  common  carrier,  over  irregular  routes, 
between  Youngstown,  Ohio,  on  the  one 
hand,  and,  on  the  other,  points  in  Penn¬ 
sylvania  bounded  by  a  line  beginning  at 
No.  97^ - 4 


Sharon  and  extending  along  U.  S.  High¬ 
way  62  to  junction  U.  S.  Highway  322, 
thence  along  U.  S.  Highway  322  to 
Clarion,  thence  along  Pennsylvania 
Highway  66  to  junction  U.  S.  Highway 
119,  thence  along  U.  S.  Highway  119  to 
jimction  Pennsylvania  Highway  31, 
thence  along  Pennsylvania  Highway  31 
to  Pennsylvania-West  Virginia  State 
line,  and  thence  along  the  Pennsylvania- 
West  Virginia  State  line  to  the  Pennsyl- 
vania-Ohio  State  line  to  the  point  of 
beginning,  including  points  on  the  speci¬ 
fied  portions  of  the  indicated  highways. 
Vendee  is  authorized  to  operate  in  Ohio, 
New  York,  Pennsylvania  and  West 
Virginia.  Application  has  been  filed 
for  temporary  authority  under  section 
210a  (b). 

NO.  MC-F-5682.  Authority  sought 
for  purchase  by  BLAKE  BROWN  AND 
HOWARD  BROWN,  doing  business  as 
BROWN  BROTHERS,  P.  O.  Box  59, 
Curwensville,  Pa.,  of  the  operating  rights 
of  ROBERT  SPEACHT,  502  CJ3T>ress 
Ave.,  Johnstown,  Pa.  Applicant’s  at¬ 
torney;  Samuel  P.  Delisi,  1211  Berger 
Bldg.,  Pittsburgh,  Pa.  Operating  rights 
sought  to  be  transferred:  Foodstuffs,  as 
a  contract  carrier,  over  irregular  routes, 
from  Baltimore,  Md.,  to  Johnstown,  Pa. 
Vendee  is  authorized  to  operate  in  Penn¬ 
sylvania,  Maryland,  West  Virginia,  Ohio, 
Kentucky,  Indiana,  Illinois,  Michigan, 
Wisconsin,  Minnesota,  New  York,  Mas¬ 
sachusetts,  Rhode  Island,  Connecticut, 
New  Jersey,  Delaware,  Virginia,  North 
Carolina,  Tennessee,  Mississippi  and 
Missouri.  Application  has  not  been  filed 
for  temporary  authority  under  Section 
210a  (b). 

NO.  MC-F-5686.  Authority  sought  for 
purchase  by  UNITED  STATES  VAN 
LINES,  INC.,  505  South  Oak  Park  Ave., 
Oak  Park,  Ill.,  of  the  operating  rights 
and  property  of  ARCHIBALD  H. 
STEVENS  AND  HAZEN  H.  STEVENS, 
doing  business  as  STEVENS  VAN  LINES 
AND/OR  STEVENS  BROTHERS  MOV¬ 
ING  AND  STORAGE,  121  South  Niagara 
St.,  Saginaw,  Mich.,  and  ALLEN  A.  MET¬ 
CALF,  SR.,  AND  ALLEN  A.  METCALF, 
JR.,  doing  busines  as  METCALF  TRANS¬ 
FER  CO..  718  East  Minnehaha  St..  St. 
Paul,  Minn.,  and  for  acquisition  by 
ALLEN  A.  METCALF,  SR.,  AND  ALLEN 
A.  METCALF.  JR.,  St.  Paul,  Minn., 
ARCHIBALD  H.  STEVENS  AND  HAZEN 
H.  S'TEVENS,  Saginaw,  Mich.,  of  control 
of  the  operating  rights  and  property 
through  the  transaction.  Applicants’ 
attorney:  Ramon  S.  Regan.  1546  Penob¬ 
scot  Bldg.,  Detroit,  Mich.  Operating 
rights  sought  to  be  purchased:  House¬ 
hold  goods,  as  defined  by  the  Commis¬ 
sion,  as  a  common  carrier,  over  irregular 
routes  (Stevens  Van  Lines  and/or 
Stevens  Brothers  Moving  and  Storage) , 
between  points  in  Missouri,  Iowa,  Wis¬ 
consin,  Illinois,  Indiana,  Ohio,  Pennsyl¬ 
vania,  New  York,  Massachusetts,  Con¬ 
necticut,  New  Jersey,  Maryland,  Rhode 
Island,  Delaware  and  those  in  that  part 
of  Michigan  on  and  east  of  U.  S.  Highway 
27  and  south  of  Michigan  Highway  55; 
between  points  in  the  territory  bounded 
by  a  line  beginning  at  Manitowoc,  Wis., 
and  extending  along  U.  S.  Highway  10  to 
Minneapolis,  Minn.,  thence  south  along 
U.  S.  Highway  169  to  Mankato,  Minn., 


thence  west  along  Minnesota  Highway 
60  to  the  Minnesota-Iowa  State  line, 
thence  along  Iowa  Highway  33  to  Le- 
Mars,  la.,  thence  along  U.  S.  Highway  75 
to  Sioux  City,  la.,  thence  south  along  the 
Missouri  River  to  its  confluence  with  the 
Mississippi  River,  thence  south  along  the 
Mississippi  River  to  its  confluence  with 
the  Ohio  River,  thence  northeast  along 
the  Ohio  River  to  Wheeling,  W.  Va., 
thence  along  U.  S.  Highway  40  to  Wash¬ 
ington,  Pa.,  thence  north  along  U.  S. 
Highway  19  to  Pittsburgh,  Pa.,  thence 
along  the  shore  of  the  Allegheny  River 
to  Salamanca.  N.  Y.,  thence  north  along 
U.  S.  Highway  219  to  Hamburg,  N.  Y., 
thence  along  New  York  Highway  18  to 
Buffalo,  N.  Y.,  thence  along  the  shore  of 
Lake  Erie  to  Detroit,  Mich.,  thence  along 
U.  S.  Highway  10  to  Ludington,  Mich., 
thence  along  a  straight  line  across  Lake 
Michigan  to  a  point  of  beginning  at 
Manitowoc,  Wis.,  including  points  on  the 
indicated  portions  of  the  highways  speci¬ 
fied,  and  Louisville,  Ky.,  St.  Louis,  Mo., 
Kansas  City,  Kans.,  Kansas  City,  Mo., 
and  Omaha,  Nebr.,  on  the  one  hand,  and, 
on  the  other,  points  in  Virginia,  South 
Dakota.  Colorado,  Michigan,  Minnesota. 
Nebrsuska,  West  Virginia,  Kansas,  C^la- 
homa.  North  Dakota  and  the  District  of 
Columbia;  between  points  in  McLean 
County,  Ill.,  on  the  one  hand,  and,  on 
the  other,  points  in  Louisiana  and  Texas; 
between  points  in  North  Carolina,  on  the 
one  hand,  and,  on  the  other,  points  in 
South  Carolina  and  Virginia;  between 
points  in  Forsyth  County,  North  Caro¬ 
lina,  on  the  one  hand,  and,  on  the  other, 
points  in  Florida,  Georgia,  New  York, 
Ohio,  South  Carolina.  Virginia,  Tennes¬ 
see,  West  Virginia  and  the  District  of 
Columbia  (Metcalf  Transfer  Company) 
between  points  in  Minnesota,  on  the  one 
hand,  and,  on  the  other,  points  in  Illi¬ 
nois,  Iowa,  Indiana,  Michigan,  North 
Dakota,  South  Dakota,  and  Wisconsin; 
between  points  in  South  Dakota,  and 
those  in  Minnesota  and  Iowa  within  sixty 
miles  of  Sioux  Falls,  S.  Dak.,  on  the  one 
hand,  and,  on  the  other,  points  in  the 
United  States,  except  those  in  Alabama, 
Connecticut,  Delaware,  Florida,  (jeorgia, 
Kentucky,  Maine,  Maryland,  Massachu¬ 
setts,  Mississippi,  New  Hampshire,  New 
Jersey,  New  Mexico,  Nevada,  Rhode 
Island,  South  Carolina,  Vermont,  Vir¬ 
ginia  and  West  Virginia.  Vendee  is  a 
non-carrier.  Application  for  temporary 
authority  under  section  210a  (b)  was 
denied  May  3,  1954. 

NO.  MC-F-5702.  Authority  sought 
for  purchase  by  E.  N.  CURTIS  TRANS¬ 
PORTATION,  INC.,  101  Mechanics  St., 
Danielson,  Conn,,  of  a  portion  of  the  op¬ 
erating  rights  of  RUNARD’S  MOTOR 
EXPRESS,  INCXJRPORA’TED,  445 
Orange  Ave.,  West  Haven^  Conn.,  and 
for  acquisition  by  EDWARD  N.  CURTIS, 
Danielson,  Conn.,  of  control  of  the  op¬ 
erating  rights  through  the  purchase. 
Applicants’  attorney:  Reubin  Kaminsky, 
410  Asylum  St.,  Hartford,  Conn.  Op¬ 
erating  rights  sought  to  be  transferred; 
General  commodities,  except  those  of 
unusual  value.  Class  A  and  B  explosives, 
household  goods  as  defined  by  the  Com¬ 
mission,  commodities  in  bulk,  commodi¬ 
ties  requiring  special  equipment,  and 
those  injurious  or  contaminating  to 
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other  lading,  as  a  common  carrier,  over 
regular  routes,  between  New  Haven, 
Conn.,  and  New  York,  N.  Y.,  serving  the 
intermediate  and  off-route  points  of 
Bridgeport,  East  Haven,  West  Haven, 
Hamden.  Branford,  Short  Beach,  New 
Britain,  Hartford.  East  Hartford,  Wall¬ 
ingford,  Meriden,  Waterbury,  Torring- 
ton,  Derby,  Seymour,  and  Shelton,  Conn., 
and  points  in  New  York  in  the  New  York, 
N.  Y.,  Commercial  Zone  as  defined  by 
the  Commission;  between  Winsted, 
Conn.,  and  New  Haven,  Conn.,  serving 
the  intermediate  and  off-route  points  of 
Torrington,  Thomaston,  Waterville, 
Waterbury,  Union  City,  Naugatuck, 
Beacon  Falls,  Seymour,  Derby,  Water- 
town,  Oakville,  Ansonia,  and  Shelton, 
Conn.  Vendee  is  authorized  to  operate 
in  Connecticut.  Massachusetts,  and 
Rhode  Island.  Application  has  been 
filed  for  temporary  authority  under  sec¬ 
tion  210a  (b). 

NO.  MC-P-5703.  Authority  sought 
for  purchase  by  RUNARD’S  MOTOR 
EXPRESS,  INCORPORATED,  445 
Orange  Ave.,  West  Haven,  Conn.,  of  the 
operating  rights  of  THE  FEDERAL 
MOTOR  LINES,  INCORPORATED,  385 
State  St.,  North  Haven,  Conn.,  and  for 
acquisition  by  Donald  Cozzolino  and 
Salvatore  Cozzolino,  West  Haven,  Connr, 
of  control  of  the  operating  rights 
through  the  purchase.  Applicants’  at¬ 
torney:  Reubin  Kaminsky,  410  Asylum 
St.,  Hartford,  Conn.  Operating  rights 
sought  to  be  transferred;  General  com~ 
modities,  except  those  of  unusual  value, 
livestock.  Class  A  and  B  explosives, 
household  goods  as  defined  by  the  Com¬ 
mission.  commodities  in  bulk,  and  com¬ 
modities  requiring  special  equipment,  as 
a  common  carrier,  over  regular  routes, 
between  New  York,  N.  Y,,  and  the  Town 
of  West  Haven,  Conn.,  serving  the  inter¬ 
mediate  points,  and  the  off -route  points 
of  White  Plains  and  Yonkers,  N.  Y.,  and 
Stratford  and  Milford,  Conn.:  General 
commodities,  with  the  hereinbefore 
noted  exceptions,  over  irregular  routes, 
between  the  Town  of  West  Haven,  Conn., 
on  the  one  hand,  and,  on  the  other, 
points  in  Connecticut.  Vendee  is  au¬ 
thorized  to  operate  in  Connecticut,  New 
York  and  New  Jersey.  Application  has 
been  filed  for  temporary  authority  \m- 
der  section  210a  (b). 

NO.  MC-F-5705.  CONSOLIDATED 
PREIGHTWAYS.  INC.,  2116  N.  W.  Savier 
St.,  Portland,  Oreg.,  seeks  to  control 
BEARDMORE  TRANSFER  LINE,  INC., 
118  West  Second  Ave.,  Spokane,  Wash., 
and  E.  W.  A.  PEAKE  AND  WANDA 
PEAKE,  Hollywood,  Calif.,  and  PEER¬ 
LESS.  INCORPORATED,  Portland, 
Oreg.,  seek  to  acquire  control,  through 
the  transaction.  Applicants’  attorney: 
R.  B.  Lytel,  P.  O.  Box  3618,  Portland, 
Oreg.  Operating  rights  sought  to  be 
controlled:  General  commodities,  except 
those  of  unusual  value,  and  except  Class 
A  and  B  explosives,  structural  steel,  ma¬ 
chinery,  machine  parts,  materials,  sup¬ 
plies,  and  equipment  used  in.  or  inci¬ 
dental  to,  road  construction,  mining  and 
forestry  op>erations,  household  goods  as 
defined  by  the  Commission,  commodi¬ 
ties  in  bulk,  and  those  requiring  special 
equipment,  as  a  common  carrier,  over 
Irregular  routes,  between  points  within 
ten  miles  of  Spokane,  Wash. ;  Machinery, 


which  by  reason  of  size  or  weight  requires 
special  equipment,  over  irregular  routes, 
between  points  in  Washington,  Oregon, 
Idaho,  and  Montana;  household  goods, 
structural  steel,  machinery,  machine 
parts,  articles  of  unusual  size,  weight,  or 
bulk,  materials,  supplies,  and  equipment 
used  in,  or  incidental  to,  road  construc¬ 
tion,  mining,  and  forestry  operations, 
over  irregular  routes,  between  points  in 
Ferry,  Stevens,  Pend  Oreille,  Lincoln, 
Spokane,  Adams,  Whitman,  Franklin, 
Walla  Walla,  Columbia,  Garfield,  and 
Asotin  Counties,  Wash.,  and  those  in 
Idaho,  Lewis,  Nez  Perce,  Latah.  Clear¬ 
water,  Shoshone,  Benewah,  Kootenai, 
Bonner,  and  Boundary  Counties,  Idaho, 
on  the  one  hand,  and,  on  the  other,  points 
in  Washington,  Oregon,  Idaho,  and  Mon¬ 
tana.  Applicant  is  authorized  to  operate 
in  Oregon,  Washington,  Idaho,  Nevada, 
Minnesota.  North  Dakota,  Montana, 
Utah,  California,  Wisconsin,  Illinois  and 
low’a.  Application  has  not  been  filed 
for  temporary  authority  under  section 
210a  (b). 

NO.  MC-F-5706.  Authority  sought  for 
purchase  by  CALIFORNIA  AUTO 
TRANSPORT.  INC.,  72  West  Alameda 
Ave.,  Burbank,  Calif.,  of  the  operating 
rights  of  MIKE  SHUMAN,  doing  business 
as  MIKE  SHUMAN’S  AUTOMOTIVE 
SERVICE,  1097^2  Wellworth  Ave.,  Los 
Angeles.  Calif.,  and  for  acquisition  by 
NICHOLAS  KAVORAS  AND  NICHOLAS 
C.  CONTEAS,  Burbank,  Calif.,  of  control 
of  the  operating  rights  through  the  pur¬ 
chase.  Applicants’  attorney:  Arlo  D. 
Poe,  639  South  Spring  St.,  Los  Angeles, 
Calif.  Operating  rights  sought  to  be 
transferred;  Automobiles,  trucks,  trails 
ers,  or  other  freight  or  passenger-carry~ 
ing  motor  vehicles  that  have  been 
wrecked,  abandoned,  or  embezzled,  in 
truck-away,  towaway,  and  driveaway 
service,  as  a  common  carrier,  over  irreg¬ 
ular  routes,  from  points  in  the  United 
States  to  Los  Angeles,  Calif.  Vendee  is 
authorized  to  operate  in  Oklahoma, 
Texas  and  California.  Application  has 
been  filed  for  temporary  authority  under 
section  210a  (b). 

By  the  Commission. 

[SEAL]  George  W.  Lau^d, 

Secretary. 

[F.  R.  Doc.  64-3812;  Filed,  May  18.  1954; 

\  8:53  a.  m.] 


OFFICE  OF  DEFENSE 
MOBILIZATION 

[DPAV-l  (k)l 

Additions  to  and  Deletions  From  List  op 
Companies  Accepting  Request  To  Par¬ 
ticipate  IN  Voluntary  Plan  To  Con¬ 
tribute  Tanker  Capacity 

Pursuant  to  section  708  of  the  Defense 
Production  Act  of  1950,  as  amended, 
there  are  herewith  published  the  follow¬ 
ing  additions  to  and  deletions  from  the 
list  of  companies  which  have  accepted 
the  request  to  participate  in  the  volun¬ 
tary  plan  entitled.  “Voluntary  Plan  under 
Public  Law  774,  81st  Congress,  for  the 
Contribution  of  Tanker  Capacity  for  Na¬ 
tional  Defense  Requirements,’’  dated 
January  18, 1951,  which  request,  original 
list  of  companies  accepting  such  request. 


and  the  voluntary  plan  were  published 
in  16  F.  R.  1964,  on  March  1.  1951.  Sub¬ 
sequent  changes  in  the  list  were  pub¬ 
lished  in  16  F.  R.  3315,  on  April  14, 1951; 
in  16  F.  R.  3931,  on  May  3,  1951;  in  16 
F,  R.  6545,  on  July  4,  1951;  in  16  F,  R. 
8378,  on  August  22, 1951;  in  16  F.  R,  9734, 
on  September  25,  1951;  in  17  F.  R.  1161* 
on  February  6,  1952;  in  17  F.  R.  2400,  on 
March  20,  1952;  in  17  F.  R.  11074,  on 
December  5.  1952;  in  18  F.  R.  2804,  on 
May  14,  1953;  and  in  18  F.  R.  5376,  on 
September  4,  1953. 

Additions 

Dolphin  Steamship  Corp.,  80  Broad  Street, 
New  York  4,  N.  Y. 

Hilgard  Tanker  Corp.,  75  Bridgewater 
Street,  Brooklyn  22,  N.  Y. 

Marine  Navigation  Co.,  Inc.,  11  Broadway, 
New  York  4,  N.  Y. 

Wickliffe  Tanker  Corp.,  75  Bridgewater 
Street,  Brooklyn  22,  N.  Y. 

Deletions 

Marine  Corp.,  11  Broadway.  New  York  4, 
N.  Y. 

Petroleum  Heat  &  Power  Co.,  611  Fifth 
Avenue,  New  York  20,  N.  Y. 

(Sec.  708, 64  Stat.  818,  as  amended;  50  U.  S.  C. 
App.  Sup.  2158;  E.  O.  10480,  Aug.  14,  1953, 
18  F.  R.  4939) 

Dated:  May  17,  1954. 

Arthur  S.  Flemming, 
Director, 

[F.  R.  Doc.  64-3905;  Piled,  May  17,  1954; 
4:47  p.m.] 


[ODM  (DPA)  Request  No.  64;  DPAV-52] 

Request  To  Participate  in  Formation 

AND  Activities  of  an  F-84  Production 

Committee 

Pursuant  to  section  708  of  the  Defense 
Production  Act  of  1950,  as  amended,  the 
request  set  forth  below  to  participate  in 
the  formation  and  activities  of  an  F-84 
Production  Committee  in  accordance 
with  the  voluntary  plan  entitled,  “Plan 
for  the  Formation  of  an  F-84  Production 
Committee,”  was  approved  by  the  At¬ 
torney  General,  after  consultations  with 
respect  thereto  between  the  Attorney 
General,  the  Chairman  of  the  Federal 
Trade  Commission,  and  the  Director  of 
the  OflBce  of  Defense  Mobilization,  and 
was  accepted  by  the  companies  listed 
below. 

This  voluntary  plan  provides  for  the 
formation  and  activities  of  an  F-84  Pro¬ 
duction  Committee  to  facilitate  the  ex¬ 
change  of  information  between  the  con¬ 
tractors  and  generally  to  achieve  close 
cooperation  in  the  solution  of  production 
problems  by  all  concerned.  The  volun¬ 
tary  plan  has  been  approved  by  the 
Director  of  the  Office  of  Defense  Mobili¬ 
zation  and  found  to'  be  in  the  public 
interest  as  contributing  to  the  national 
defense. 

Contents  op  Request 

You  are  requested  to  participate  in  the 
activities  of  the  F-84  Production  Committee 
In  accordance  with  the  voluntary  plan  en¬ 
titled.  “Plan  for  the  Formation  of  an  F-84 
Production  Committee,”  a  copy  of  which  is 
enclosed.  In  my  opinion,  your  participation 
In  the  activities  of  this  Committee  will  assist 
In  the  accomplishment  of  our  national  de¬ 
fense  progpram. 


^’ednesdayt  May  19,  1954 


FEDERAL  REGISTER 
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The  Attorney  General  has  approved  this 
request  after  consultations  with  respect 
thereto  between  his  representatives,  repre¬ 
sentatives  of  the  Chairman  of  the  Federal 
Trade  Commission  and  my  representatives, 
pursuant  to  section  708  of  the  Defense  Pro¬ 
duction  Act  of  1950,  as  amended. 

I  have  approved  the  voluntary  plan  and 
have  found  it  to  be  in  the  public  interest 
as  contributing  to  the  national  defense. 
You  will  become  a  participant  therein  upon 
notifying  me  in  writing  of  your  acceptance 
of  this  request.  Will  you  kindly  also  send 
two  copies  of  your  acceptance  to  the  Office 
of  the  General  Counsel,  Department  of  the 
Air  Force,  The  Pentagon,  Washington  25, 
D.  C.  « 

Immunity  from  prosecution  under  the 
Federal  antitrust  laws  and  the  Federal  Trade 
Commission  Act  will  be-  given  upon  such 
acceptance,  provided  that  the  activities  of 
the  F-84  Production  Committee  and  your 
participation  therein  are  within  the  limits 
set  forth  in  the  voluntary  plan. 

Your  cooperation  in  this  matter  will  be 
appreciated. 

Sincerely  yours, 

Aethtjh  S.  Fummino, 

Director. 

ACCXFTANCES 

General  Motors  Corp.,  Bulck-Oldsmoblle- 
Pontiac  Assembly  Division.  Kansas  City, 
Kans. 

Republic  Aviation  Corp.,  Farmingdale,  Long 
Island,  N.  Y. 

(Sec.  708,  64  Stat.  818,  as  amended;  50  U.  S.  C. 
App.  Sup.  2158:  E.  O.  10480,  Aug.  14,  1953,  18 
F.  B.  4939) 

Dated;  May  17,  1954. 

Arthur  S.  Flemming, 
Director. 

IF.  R.  Doc.  64-3906:  Filed,  May  17,  1954; 

4:47  p.  m.] 


VETERANS’  ADMINISTRATION 

Organization 

Veterans’  Administration  organization 
material  is  amended  in  its  entirety  to 
read  as  follows: 

Sec. 

1.  General. 

2.  Central  office. 

3.  Field  stations. 

4.  Addresses  of  Veterans’  Administration  in¬ 

stallations  and  jurisdictional  areas  of 

district  offices. 

Section  1.  General — (a)  Authority 
and  functions,  (i)  The  Veterans’  Ad¬ 
ministration  administers  laws  authoriz¬ 
ing  benefits  for  former  members  of  the 
Armed  Forces  and  for  the  dependents 
and  other  beneficiaries  of  deceased  for¬ 
mer  members  of  such  forces.  The  Vet¬ 
erans’  Administration  benefits  available 
under  various  acts  of  Congress  include: 
Compensation  for  service-connected  dis¬ 
ability  or  death ;  pension  for  non-service 
connected  disability  or  death;  emer¬ 
gency  oflBcers’  retirement  pay;  vocation¬ 
al  rehabilitation  for  service-connected 
disability;  education  and  training;  guar¬ 
anty  or  insurance  of  home,  farm,  and 
business  loans,  and,  under  certain  con¬ 
ditions,  direct  home  loans;  readjustment 
allowances  for  unemployment  or  self- 
employment;  U.  S.  Government  and  Na¬ 
tional  Service  Life  Insurance;  insurance 
indemnity;  hospitalization;  domiciliary 
care;  outpatient  medical  and  dental  care 
tor  service-connected  disability;  pros¬ 
thetic  and  other  appliances;  special 


housing  for  certain  seriously  disabled 
veterans;  automobiles  or  other  convey¬ 
ances  for  certain  disabled  veterans; 
World  War  I  adjusted  service  certifi¬ 
cates;  a  guardianship  program  for  the 
protection  of  estates  derived  from  Vet¬ 
erans’  Administration  benefits  paid  to 
incompetent  or  minor  beneficiaries; 
burial  allowances;  and  burial  flags.  In 
addition,  the  Veterans’  Administration 
administers  the  insurance  section  of  the 
Soldiers’  and  Sailors’  Civil  Relief  Act  for 
persons  in  the  active  military  service. 

(2)  The  Veterans’  Administration  was 
established  as  an  independent  agency 
under  the  President  by  Executive  Order 
5398,  July  21,  1930,  in  accordance  with 
the  act  of  July  3,  1930  (46  Stat.  1016; 
38  U.  S.  C.  11).  This  act  authorized 
the  President  to  consolidate  and  coordi¬ 
nate  Federal  agencies  especially  created 
for  or  concerned  in  the  administration 
of  laws  providing  benefits  for  veterans. 

(b)  General  description  of  organiza- 
tion.  (1)  'The  Veterans’  Administration 
is  under  the  charge  of  the  Administrator 
of  Veterans’  Affairs  who  is  responsible 
for  the  administration  of  all  laws  gov¬ 
erning  the  Veterans’  Administration. 

(2)  The  Veterans’  Administration  is 
organizationally  divided  as  follows:  Cen¬ 
tral  Oflace,  District  Offices,  Insurance 
Center — ^District  of  Columbia,  Regional 
Offices,  Veterans  Benefits  Office — ^Dis¬ 
trict  of  Columbia,  Hospitals,  Centers, 
Domiciliaries,  VA  Offices,  Supply  Depots, 
Forms  Depot,  Records  Service  Center, 
and  Publications  Depot. 

Sec  2.  Central  office — (a)  The  Admin¬ 
istrator.  The  Administrator  is  respon¬ 
sible  to  the  President  for  the  adminis¬ 
tration  of  veterans’  affairs  and  the  laws 
which  govern  them.  In  him  is  vested 
the  authority  to  operate  Veterans’  Ad¬ 
ministration.  He  is  directly  responsible 
for  the  establishment  of  the  basic  poli¬ 
cies  governing  agency  operation;  the 
development  and  maintenance  of  its 
basic  organization  structure;  the  in¬ 
terpretation  of  laws  pertaining  to  vet¬ 
erans’  affairs,  and  the  establishment  of 
supplementary  regulations;  the  stimula¬ 
tion  and  approval  of  long-range  plans; 
and  the  development  and  maintenance 
of  favorable  relations  with  important 
organizations,  groups,  and  individuals 
interested  in  veterans’  affairs.  As  head 
of  an  independent  agency  of  the  execu¬ 
tive  branch  of  the  Government,  the  Ad¬ 
ministrator  is  the  adviser  to  the 
President  on  veterans’  affairs. 

(b)  The  Deputy  Administrator.  ’The 
Deputy  Administrator  is  the  principal 
assistant  to  the  Administrator.  He  is 
responsible  for  the  planning,  direction, 
and  control  of  the  internal  operations  of 
the  agency.  He  approves  for  the  Ad¬ 
ministrator  policies  and  programs  to 
provide  maximum  service  to  veterans  at 
the  lowest  possible  cost.  He  coordinates 
the  activities  of  all  top  staff  officers  and 
all  operating  Department  heads  to  assure 
that  all  operations  are  moving  toward 
common  objectives  approved  by  the  Ad¬ 
ministrator.  He  is  responsible  to  the 
Administrator  for  the  planning,  evalua¬ 
tion  and  coordination  of  programs  and 
program  changes,  for  oi^anizaUonal 
planning,  the  guidance  of  the  overall 
management  improvement  program,  in¬ 


cluding  incentive  awards,  and  for  secur¬ 
ing  policy  adherence  in  the  implementa¬ 
tion  of  approved  programs.  The  Deputy 
Administrator  serves  as  Acting  Adminis¬ 
trator  in  the  absence  of  the  Administra¬ 
tor  in  all  Veterans’  Administration  mat¬ 
ters  in  accordance  with  authority  dele¬ 
gated  to  him.  At  all  times,  he  relieves 
the  Administrator  of  matters  of  the  in¬ 
ternal  operations  of  the  agency.  He, 
however,  keeps  the  Administrator  in¬ 
formed  at  all  times  of  contemplated 
major  changes  or  developments. 

(c)  Central  office  organization.  The 
central  office  of  the  Veterans’  Adminis¬ 
tration  consists  of  the  following  staff 
offices  and  departments,  the  heads  of 
which  are  directly  responsible  to  the 
Administrator  of  Veterans’  Affairs  for 
the  proper  performance  of  all  the  func¬ 
tions  assigned  to  them: 

Staff  Offices 

Office  of  the  Chairman,  Board  of  Veterans 
Appeals. 

Office  of  the  Director,  Information  Service. 

Office  of  the  Director,  Investigation  Service. 

Office  of  the  Controller. 

Office  of  the  General  Counsel. 

Office  of  the  Assistant  Administrator  foe 
Administration. 

Office  of  the  Assistant  Administrator  for 
Legislation. 

Office  of^  the  Assistant  Administrator  for 
Construction. 

Office  of  the  Assistant  Administrator  for 
Personnel. 

Departments 

Department  of  Medicine  and  Surgery. 

Department  of  Insurance. 

Department  of  Veterans  Benefits. 

(d)  Staff  offices — (1)  Office  of  the 
Chairman.  Board  of  Veterans  Appeals, 
(i)  'The  Chairman,  pursuant  to  statute, 
has  jurisdiction  over  and  is  responsible 
to  the  Administrator  for  the  proper  con¬ 
duct  of  the  activities  of  the  Board  of 
Veterans  Appeals,  within  the  framework 
of  established  policies,  in  the  considera¬ 
tion  and  determination  of  appeals  to 
the  Administrator,  for  benefits  under  all 
laws  administered  by  the  Veterans’  Ad¬ 
ministration.  In  connection  with  the 
subject  matter  coming  before  the  Board 
of  Veterans  Appeals,  identifies  for  the 
information  of  the  Administrator  mat¬ 
ters  of  policy  and  practice  which  in  his 
opinion  deserve  study  and/or  corrective 
action. 

(ii)  The  Vice  Chairman  participates 
with  the  Chairman,  Board  of  Veterans 
Appeals,  in  policy  and  planning  and  is 
responsible  to  the  chairman  for  the  pro¬ 
fessional  and  operational  activities  of  the 
Board  of  Veterans  Appeals,  in  the  con¬ 
sideration  and  determination  of  appeals 
to  the  Administrator  for  benefits  under 
laws  administered  by  the  Veterans’  Ad¬ 
ministration.  At  all  times  has  jurisdic¬ 
tion  over  and  is  responsible  to  the  chair¬ 
man  for  all  activities  of  the  board,  as 
follows:  Associate  Members;  Consultant 
Service;  Central  Office  Appeals  Opera¬ 
tions;  and  Field  Appeals  Operations. 

(2)  Office  of  the  Director,  Information 
Service,  (i)  Formulates  and  recom¬ 
mends  to  the  Administrator  basic  poli¬ 
cies  governing  Veterans’  Administration 
public  information  programs. 

(ii)  Counsels  and  advises  the  Admin¬ 
istrator  and  other  levels  of  management 
where  public  interest  is  involved  in  the 
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determination  of  Veterans’  Administra¬ 
tion  policy. 

(iii)  Reviews  and  coordinates  pro¬ 
grams  for  informing  the  public  of  Vet¬ 
erans’  Administration’s  activities  in 
areas  of  special  interest  to  operating 
Departments. 

(iv)  Keeps  informed  of  and  appraises 
for  the  Administrator  the  results  of  pub¬ 
lic  information  programs. 

(V)  Develops  and  maintains  relation¬ 
ships  with  national  information  outlets 
and  contacts. 

(Vi)  Obtains,  assembles,  prepares, 
and  coordinates  information  for  release 
through  press,  radio,  and  other  media 
to  advise  veterans  and  dependents  on 
benefits  administered  by  the  Veterans’ 
Administration  and  to  provide  informa¬ 
tion  concerning  the  offices  where  appli¬ 
cations  for  benefits  may  be  made. 

(vii)  Obtains,  assembles,  prepares, 
and  coordinates  information  for  release 
through  press,  radio,  and  other  media 
concerning  operations  of  the  Veterans’ 
Administration. 

(viii)  Reviews  for  possible  policy  con¬ 
flicts  and  renders  technical  advice  on  the 
preparation  of  speeches,  articles,  pam¬ 
phlets,  posters,  transcriptions,  films,  and 
otlier  material  for  public  distribution. 

(3)  Office  of  the  Director,  Investiga¬ 
tion  Service,  (i)  Directs  and  conducts 
administrative  appraisals  and  analyses 
through  investigations,  surveys,  inspec¬ 
tions.  and  special  studies  authorized  by 
the  Administrator  or  Deputy  Adminis¬ 
trator  of  Veterans  Affairs  of  all  activities 
and  at  all  levels  of  the  Veterans’  Admin¬ 
istration,  as  well  as  those  organizations, 
associations,  or  individuals  having  official 
dealings  or  relationships  with  the  Vet¬ 
erans’  Administration.  Recommends 
policies,  procedures,  and  directives  gov¬ 
erning  the  conduct  of  such  activities  and 
the  form  and  processing  of  reports, 

(ii)  Submite  reports  of  factual  find¬ 
ings  with  conclusions  and  recommenda¬ 
tions  for  use  of  the  Administrator;  dis¬ 
seminates  information  contained  in  the 
reports  to  the  Chairman,  Board  of  Vet¬ 
erans  Appeals;  Director,  Information 
Service;  Controller;  General  Counsel; 
Assistant  Administrators ;  Chief  Medical 
Director;  Deputy  Administrator  for  In¬ 
surance;  and  Deputy  Administrator  for 
Veterans  Benefits;  and  establishes  con¬ 
trol  over  reports  to  assure  that  action  is 
taken  on  matters  reported,  in  accordance 
with  instructions  of  the  Administrator. 

(iii)  Directs  and  operates  an  identifi¬ 
cation  and  detection  laboratory  for  the 
examination,  analysis,  identification, 
and  classification  of  handwriting,  type¬ 
writing,  questioned  documents,  finger¬ 
prints,  and  other  material  subject  to 
laboratory  analysis;  provides  expert  wit¬ 
nesses  in  these  matters. 

(iv)  Collects,  reviews,  and  coordinates 
data  concerning  nonentitlement,  lost  or 
stolen  credentials,  imp)ostors,  and  vet¬ 
erans  reported  as  missing;  disseminates 
information  concerning  these  matters 
through  issue  of  confidential  circular 
letters. 

(v)  Receives  and  processes  anony¬ 
mous  communications,  complaints,  and 
allegations,  and  disseminates  such  in¬ 
formation  with  appropriate  re<»mmen- 
dations. 


(vi)  Performs  liaison  with  officials  of 
other  depyartmente  and  agencies  of  the 
CJovemment  who  have  responsibility  for 
investigative  functions. 

(4)  Office  of  the  Controller,  (i) 
Formulates  and  recommends  to  the  Ad¬ 
ministrator  general  policies  and  plans  of 
VA-wide  application  pertaining  to  the 
following  activities: 

(a)  Fiscal,  accounting  systems,  budg¬ 
etary,  and  audit  activities. 

(b)  Basic  report  structure  for  top 
management  use. 

(ii)  Advises  and  assists  the  heads  of 
the  program  Departments  and  top  offi¬ 
cials  in  connection  with  these  activities, 
and  appraises  for  the  Administrator  the 
effectiveness  and  economy  of  these  ac¬ 
tivities. 

(iii)  Interprets,  for  the  Administrator 
and  staff  and  operating  officials,  laws, 
regulations,  decisions,  and  directives  of 
other  governmental  bodies  concerned 
with  budgetary  and  financial  matters. 

(iv)  Reviews  and  analyzes  estimates 
and  prepares  consolidated  budgets  of  the 
Veterans’  Administration;  maintains  the 
general  financial  books  of  the  Veterans’ 
Administration  and  agency  level  con¬ 
trols  over  the  expenditure  and  collection 
of  funds. 

(V)  Serves  as  the  principal  represent¬ 
ative  of  the  Veterans’  Administration 
with  the  Bureau  of  the  Budget,  the  Con¬ 
gress,  the  Treasury  Department,  the 
General  Accounting  Office,  and  other 
Government  agencies  on  budget,  appro¬ 
priation,  accounting,  and  all  other  fiscal 
matters,  and  provides  for  Veterans’  Ad¬ 
ministration  participation  with  other 
Government  agencies,  international 
groups,  and  nongovernmental  activities 
in  controller  matters  in  which  the  Vet¬ 
erans’  Administration  has  an  interest, 
collaborating  with  the  heads  of  operat¬ 
ing  Departments  as  necessary. 

(vi)  Conducts  a  comprehensive  pro¬ 
gram  of  internal  audit  of  all  activities  of 
the  Veterans’  Administration,  evaluates 
effectiveness,  and  provides  technical  ad¬ 
vice  and  assistance  as  required, 

(vii)  Controls  all  reports  subject  to 
the  Federal  Reports  Act. 

(viii)  Consolidates  financial  and  sta¬ 
tistical  reports  of  the  program  Depart¬ 
ments  to  the  extent  required  by  the 
Administrator  or  required  by  other 
agencies. 

(ix)  Conducts  special  studies  of  fiscal, 
accounting,  and  budgetary  matters,  in¬ 
cluding  costs  and  financial  results  of  op¬ 
erations. 

(5)  Office  of  the  General  Counsel,  (i) 
As  the  chief  law  officer  of  the  Veterans’ 
Administration,  the  General  Counsel  is 
responsible  to  the  Administrator  for  the 
interpretation  of  all  laws  administered 
by  or  pertaining  to  the  Veterans’  Ad¬ 
ministration,  and  for  establishing  prec¬ 
edents  thereon  through  Administrator’s 
Decisions,  binding  upon  all  officers  and 
employees  of  the  Veterans’  Administra¬ 
tion  and  upon  all  claimants  and  other 
persons  concerned. 

(ii)  Renders  legal  advice  (formal  and 
informal)  and  other  legal  services  upon 
request  to  all  top  staff  officers.  Deputy 
Administrators  and  the  Chief  Medical 
Director.  Is  the  attorney  for  the  Ad¬ 
ministrator  in  all  civil  actions  in  State 
courts  and  In  independent  actions  In 


the  Federal  courts,  and  represents  the 
Administrator  in  all  such  actions  in  the 
Federal  courts  in  cooperation  with  the 
Department  of  Justice  and  keeps  all 
interested  Veterans’  Administration  offi¬ 
cials  informed.  Makes  a  final  disposi¬ 
tion  of  tort  claims  within  the  limitations 
of  the  Federal  Tort  Claims  Act,  and 
renders  cooperative  assistance  to  the  De¬ 
partment  of  Justice  on  all  actions  arising 
therefrom  involving  the  Veterans’  Ad¬ 
ministration  or  any  official  thereof. 

(iii)  Cooperates  informally  with  all 
staff  officers  in  the  formulation  of  gov¬ 
erning  regulations  and  amendments 
thereto,  and  reviews  for  legal  correctness 
all  such  regulations  or  directives. 

(iv)  Serves  as  the  point  of  contact 
with  all  governmental  offices  on  legal 
(as  opposed  to  legislative)  matters,  in¬ 
cluding,  in  addition  to  the  Department  of 
Justice,  the  Office  of  the  Comptroller 
General  and  the  Judge  Advocate  General 
of  the  Armed  Forces.  Reports  to  the 
Department  of  Justice  all  matters  aris¬ 
ing  in  the  Veterans’  Administration  in¬ 
volving  probable  violation  of  Federal 
penal  statutes,  and  cooperates  with  the 
Department  of  Justice  as  requested  in 
the  disposition  thereof. 

Note:  By  agreement  with  the  Deputy  Ad¬ 
ministrator  for  Veterans  Benefits  and  in  the 
Interests  of  economy,  the  services  of  chief 
attorneys  will  be  utilized  by  the  General 
Ck)unsel  in  connection  with  litigation,  claims 
under  the  Federal  Tort  Claims  Act,  legal 
questions  or  services  concerning  Veterans’ 
Administration  components  other  than  the 
Department  of  Veterans  Benefits,  and  other 
legal  matters  within  the  jurisdiction  of  the 
General  Counsel.  In  connection  with  these 
matters  direct  communication  between  the 
General  (Counsel  and  the  respective  chief 
attorneys  is  authorized. 

(v)  The  Deputy  General  Counsel  acts 
as  full  assistant  to  the  (General  Counsel 
in  the  discharge  of  his  responsibilities 
and  acts  for  the  General  Counsel  in  the 
latter’s  absence. 

(6)  Office  of  the  Assistant  Adminis¬ 
trator  for  Administration,  (i)  The  As¬ 
sistant  Administrator  for  Administration 
formulates  and  recommends  to  the  Ad¬ 
ministrator  general  policies  and  plans  of 
VA-wide  application  pertaining  to  the 
following  activities: 

(a)  Purchasing  and  supply. 

(5)  Office  operations  and  administra¬ 
tion. 

(c)  Security. 

(ii)  Advises  and  assists  the  heads  of 
the  departments  and  other  top  officials 
in  connection  with  these  activities,  and 
appraises  for  the  Administrator  the  ef¬ 
fectiveness  and  economy  of  these  ac¬ 
tivities. 

(iii)  Operates  the  security  program 
VA-wide,  including  the  granting  of  se¬ 
curity  clearances,  initiation  of  investi¬ 
gations,  supervision  of  the  conduct  of 
hearings,  and  the  final  determination  of 
actions  on  security  cases  based  on  a  re¬ 
view  of  all  the  evidence  in  each  case. 

(iv)  Responsible  for  housekeeping 
fimctions  incident  to  the  maintenance  of 
Central  Office  and  the  operations  of  the 
Records  Service  Center. 

(V)  Is  responsible  for  the  management 
of  the  Veterans’  Administration  supply 
fund. 

(vi)  Interprets  for  the  Administrator, 
heads  of  departments  and  other  top  offi- 
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cials,  security,  and  purchasing  regula¬ 
tions,  decisions,  and  directives  of  the 
General  Services  Administration,  Bureau 
of  the  Budget,-  and  other  Government 
agencies. 

(vii)  Directs  special  studies  and  re¬ 
search  in  programs,  practices,  and  tech¬ 
niques  in  areas  for  which  responsible  to 
evalute  their  possible  application  to  the 
Veterans’  Administration. 

(viii)  Serves  as  principal  representa¬ 
tive  of  the  Veterans  Administration  with 
the  General  Services  Administration, 
and  other  agencies,  public  and  private, 
on  matters  pertaining  to  secmity,  pur¬ 
chasing  and  supply.  Provides  for  Vet¬ 
erans’  Administration  participation  with 
other  Government  agencies,  and  non¬ 
government  activities  in  such  matters  in 
which  the  Veterans’  Administration  has 
an  interest,  collaborating  with  the  heads 
of  departments  as  necessary. 

(ix)  Serves  as  Fair  Employment 
Officer. 

(x)  The  Executive  Assistant  collab¬ 
orates  and  participates  with  the  Assist¬ 
ant  Administrator  for  Administration  in 
the  discharge  of  his  responsibilities  and 
in  the  administering  of  all  his  functions 
and  acts  for  the  Assistant  Administrator 
in  the  latter’s  absence. 

(7)  Office  of  the  Assistant  Adminis¬ 
trator  for  Legislation,  (i)  The  Assist¬ 
ant  Administrator  for  Legislation 
supervises  and  coordinates  all  matters 
pertaining  to  proposed  legislation.  Exec¬ 
utive  orders,  and  proclamations  affecting 
the  Veterans’  Administration  including 
the  preparation  of  proposed  legislation. 
Executive  orders,  and  proclamations,  and 
the  preparation  of  all  reports  concern¬ 
ing  such  matters  to  committees  of  Con¬ 
gress,  the  President,  the  Bureau  of  the 
Budget,  and  other  executive  agencies. 

(ii)  Develops  and  coordinates  Veter¬ 
ans’  Administration  policy  pertaining  to 
proposed  legislation.  Executive  orders, 
and  proclamations;  and  records  such 
policy  upon  approval  by  the  Adminis¬ 
trator. 

(iii)  Represents  the  Administrator  in 
congressional  committee  and  other 
hearings  and  in  interdepartmental  con¬ 
ferences  on  legislative  matters. 

(iv)  Receives  and  disposes  of  all  re¬ 
quests  from  congressional  committees 
and  subcommittees  (other  than  appro¬ 
priations)  or  thetr  staffs,  except  oral 
requests  for  purely  routine  administra¬ 
tive  data,  and  clears  all  letters  and  other 
communications  to  such  committees 
initiated  in  the  Veterans’  Administra¬ 
tion. 

(V)  Collaborates  and  coordinates  with 
the  Controller  legislative  language  in 
drafts  of  appropriation  bills,  amend¬ 
ments  thereto,  and  related  commimica- 
tions. 

(Vi)  Receives  and  disposes  of  all  re¬ 
quests  on  the  Veterans’  Administration 
for  preparation  of  drafts  of  bills  or  com¬ 
ment,  formally  or  informally,  on  pro¬ 
posed  legislation  or  to  furnish  informa¬ 
tion  concerning  pending  legislation. 

(vii)  Arranges  for  attendance  of  Vet¬ 
erans’  Administration  personnel  as  wit¬ 
nesses  or  observers  at  meetings  of 
congressional  committees  (other  than 
appropriations).  Receives  and  disposes 
of  all  requests  for  detail  or  assignment 


of  personnel  to  work  with  congressional 
committees  or  their  staffs. 

(viii)  Prepares  compilations  of  Fed¬ 
eral  laws  pertaining  to  veterans,  an¬ 
notated,  indexed,  and  cross-referenced, 
in  accordance  with  Public  Resolution 
117,  74th  Congress,  June  20,  1936  (49 
Stat.  1569),  or  as  otherwise  authorized; 
and  pamphlets,  resumes,  releases,  and 
documents  pertaining  to  veterans  legis¬ 
lation,  as  required. 

(ix)  Maintains  liaison  with  the  Sen¬ 
ate  and  House  Committees  and  contact 
activities  in  both  Houses  of  Congress. 

(X)  Maintains  legislative  historical 
records  and  service  therefrom. 

(xi)  The  Executive  Assistant  col¬ 
laborates  and  participates  with  the 
Assistant  Administrator  for  Legislation 
in  effectuating  and  administering  all  the 
fimctions  of  the  Office  of  the  Assistant 
Administrator  for  Legislation.  As  the 
full  operating  Assistant,  he  is  responsi¬ 
ble  for  the  discharge  of  all  responsibili¬ 
ties  and  functions  lodged  in  the  Assist¬ 
ant  Administrator. 

(8)  Office  of  the  Assistant  Adminis¬ 
trator  for  Construction,  (i)  As  Chief 
Engineer  of  the  Veterans’  Administra¬ 
tion,  the  Assistant  Administrator  for 
Construction  formulates  and  recom¬ 
mends  to  the  Administrator  general 
policies  and  plans  of  VA-wide  applica¬ 
tion  pertaining  to  the  following  activi¬ 
ties; 

(o)  Design,  construction,  mainte¬ 
nance,  and  operation  of  buildings, 
structures,  and  utilities. 

(b)  Real  property  management,  in¬ 
cluding  acquisition,  economical  utiliza¬ 
tion,  protection,  and  disposal  of  real 
property  and  interests  therein. 

(c)  Accident  and  fire  prevention,  fire 
protection,  and  disaster  relief  planning. 

(ii)  Advises  and  assists  the  staff  and 
the  heads  of  the  departments  in  connec¬ 
tion  with  these  activities,  and  appraises 
for  the  Administrator  the  effectiveness 
and  economy  of  these  activities. 

(iii)  Interprets  administratively,  for 
the  Administrator  and  staff  and  the 
Chief  Medical  Director,  the  Deputy  Ad¬ 
ministrator  for  Insurance,  and  the  Dei>- 
uty  Administrator  for  Veterans  Benefits, 
regulations,  decisions,  and  directives  of 
other  governmental  bodies-  concerned 
with  these  activities. 

(iv)  Upon  consultation  with  heads  of 
operating  departments  concerned,  de¬ 
velops  and  takes  action  to  obtain  neces¬ 
sary  approvals  of  fiscal  year  construc¬ 
tion  programs  to  provide,  convert,  and 
preserve  facilities  (except  operational 
maintenance  and  repair),  meeting  re¬ 
quirements  of  the  operating  depart¬ 
ments,  and  consistent  with  current  legis¬ 
lative  and  executive  policy  and  Veterans’ 
Administration  responsibility  for  pres¬ 
ervation  of  real  property  assets. 

(v)  Formulates,  for  inclusion  in  the 
consolidated  Veterans’  Administration 
budget,  annual  estimates  for  Veterans’ 
Administration  construction  programs, 
and  participates,  with  the  Controller  and 
department  heads  concerned,  in  presen¬ 
tation  of  the  budget  for  construction 
programs  before  the  Bureau  of  the 
Budget ’and  the  Congress. 

(vi)  Directs  and  controls  design  and 
construction  of  hospital,  domiciliary,  and 


other  facilities,  major  alterations.  Im¬ 
provements,  and  repairs  (exclusive  of 
operational  maintenance  and  repair) ,  in 
conformation  with  professional  stand¬ 
ards  and  operating  requirements  as  de¬ 
fined  in  collaboration  with  the  operating 
departments  concerned,  and  within  es¬ 
tablished  program  and  appropriation 
limitations. 

Not*.  In  the  interest  of  economy,  station 
services  will  be  made  available  to  the  Assis¬ 
tant  Administrator  for  Construction  in  fur¬ 
therance  of  construction  operations  under 
his  direction.  In  accordance  with  approved 
policy  and  upon  request  by  the  Assistant 
Administrator,  the  Chief  Medical  Director  or 
the  Deputy  Administrator  for  Veterans’  Ben¬ 
efits  or  the  Deputy  Administrator  for  Insur¬ 
ance  may  direct  a  station  Manager  to  provide 
administrative  and/or  supervisory  services,  ' 
as  specified,  and  as  authorized  by  the  Assis¬ 
tant  Administrator,  in  connection  with  con¬ 
struction  projects  to  be  accomplished,  by 
contract  or  by  purchase  and  hire,  at  or  in 
the  vicinity  of  the  station.  Such  services 
will  be  provided  under  technical  guidance 
of  the  Assistant  Administrator  for  Construc¬ 
tion,  including  required  project  reports  to 
him  or  his  designee,  and  project  costs  wUl 
be  charged  to  indicated  allotments  or  ac¬ 
counts  under  his  control. 

(vii)  Takes  action  for  the  Veterans* 
Administration  to  acquire  real  property 
and  property  interests  in  fee,  in  accord¬ 
ance  witli  approved  program  require¬ 
ments,  and  to  dispose  of  such  real  prop¬ 
erty  and  interests  where  excess  to  the 
neMs  of  the  Veterans’  Administration 
(not  including  transactions  within  the 
veterans’-  Loan  Guaranty  program). 

(viii)  Acts  as  duly  authorized  repre¬ 
sentative  of  the  Administrator  under 
provisions  of  contracts  related  to  as¬ 
signed  activities. 

(ix)  The  Executive  Assistant  serves  as 
full  assistant  to  the  Assistant  Admin¬ 
istrator  in  the  discharge  of  his  responsi¬ 
bilities  and  in  the  administering  of  all 
his  functions  and  acts  for  the  Assistant 
Administrator  in  the  latter’s  absence; 
functions  as  engineering  assistant  and 
consultant  on  all  phases  of  planning  and 
construction;  acts  as  coordinator  of 
matters  involving  separate  elements  of 
the  organization;  and  represents  the  As¬ 
sistant  Administrator  in  consultations 
with  technical  organizations,  other  gov¬ 
ernment  agencies,  committees,  etc. 

(9)  Office  of  the  Assistant  Adminis¬ 
trator  for  Personnel,  (i)  Advises  and, 
within  the  limits  of  delegated  authority, 
acts  for  the  Administrator  on  all  mat¬ 
ters  involving  personnel  administration, 
employment  activities,  statutory  and 
regulatory  considerations,  and  adminis¬ 
trative  policies  or  decisions  as  may  affect 
employee  utilization. 

(ii)  Assists  the  Administrator  in  di¬ 
recting  an  integrated  personnel  manage¬ 
ment  program  for  the  agency  embracing 
the  development  of  technical  and  scien¬ 
tific  approaches  and  administering  the 
supporting  activities. 

(iii)  Represents  the  Veterans’  Admin¬ 
istration  on  outside  conununications 
and  dealings  relative  to  personnel  mat¬ 
ters  in  areas  of  such  scope  as  Federal¬ 
wide  policies,  regulations,  and  practices. 

(iv)  Develops  and  recommends  on  the 
basis  of  agency-wide  applicability  coor¬ 
dinated  personnel  programs  having 
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functions  involving  more  than  one  pro¬ 
gram  area. 

(V)  Recommends  policies  and  de¬ 
velops  the  regulatory  objectives  incident 
to  the  complete  program  of  personnel 
administration  under  the  provisions  of 
all  Public  Laws  pertaining  to  the  Vet¬ 
erans’  Administration. 

(e)  Departments — (1)  Department  of 
Medicine  and  Surgery.  The  Chief  Med¬ 
ical  Director  has  jurisdiction  over,  and 
is  responsible  to,  the  Administrator  for 
the  proi>er  conduct  of  the  activities  of 
the  Department  of  Medicine  and  Sur¬ 
gery,  insures  complete  medical  and  hos¬ 
pital  service  for  the  medical  care  and 
treatment  of  veterans,  as  prescribed  by 
the  Administrator  of  Veterans  Affairs 
pursuant  to  Public  Law  293,  79th  Con¬ 
gress,  and  other  statutory  authority  and 
regulations. 

The  Deputy  Chief  Medical  Director 
serves  as  principal  assistant  to  the  Chief 
Medical  Director  in  the  discharge  of  his 
responsibilities,  and  acts  for  the  Chief 
Medical  Director  in  the  latter’s  absence. 

(i)  Office  of  the  Assistant  Chief  Med~ 
ical  Director  for  Planning,  (o)  In  close 
collaboration  with  other  Assistant  Chief 
Medical  Directors  and  Controller,  De¬ 
partment  of  Medicine  and  Surgery,  for- 
miilates  and  recommends  to  the  Chief 
Medical  Director,  policies  and  plans  of 
department-wide  application  within  the 
limitations  of  VA-wide  policies  and 
plans,  pertaining  to  the  activities  of  the 
following  specialties:  medical,  surgical, 
psychiatry  and  neurology,  tuberculosis, 
pathology  and  allied  sciences,  physical 
medicine  and  rehabilitation,  radiology, 
dietetics,  nursing,  prosthetic  and  sen¬ 
sory  aids,  special  services,  pharmacy, 
social  work,  and  chaplains. 

(b)  Develops  professional  standards 
governing  kinds  and  quality  of  staff,  fa¬ 
cilities,  equipment,  and  supplies  needed 
by  the  approved  program  in  the  various 
specialties. 

(c)  Plans  and  forecasts  all  essential 
requirements  for  an  integrated  program 
of  medical  and  domiciliary  care. 

id)  Advises  and  assists  the  Assistant 
Chief  Medical  Director  for  Operations  in 
connection  with  the  technical  and  pro¬ 
fessional  aspects  of  these  activities,  and 
appraises  for  the  Chief  Medical  Director 
the  effectiveness  and  economy  of  these 
activities. 

(ii)  Office  of  the  Controller;  Depart¬ 
ment  of  Medicine  and  Surgery,  (a) 
Formulates,  upon  consultation  where 
appropriate  with  the  Assistant  Chief 
M^ical  Directors,  and  recommends  to 
the  Chief  Medical  Director  policies, 
plans,  and  procedures  within  the  limi¬ 
tation  of  VA-wide  policies  and  plans  per¬ 
taining  to  the  following  activities  of  the 
Department  of  Medicine  and  Surgery; 

(J)  The  budgetary  program. 

(2)  Financial  and  cost  accounting 
systems. 

(3)  Statistical  reporting  system. 

(4)  Auditing  systems. 

(5)  Manpower  utilization  programs. 

(6)  Cost  improvement. 

(7)  Finance  management. 

(b)  Advises  and  assists  the  Assistant 
Chief  Medical  Director  for  Operations  in 
connection  with  these  activities,  and  ap¬ 
praises  for  the  Chief  Medical  Director 
the  effectiveness  of  these  activities. 


(c)  Maintains  departmental  financial, 
budgetry,  and  cost  accounting  records. 

id)  Audits  the  financial  and  property 
records  of  the  Department  of  Medicine 
and  Surgery  to  determine  legality  and 
propriety  of  transactions. 

(e)  Assists  the  Chief  Medical  Direc¬ 
tor  in  the  presentation  of  the  Depart¬ 
ment  of  Medicine  and  Surgery  budget 
before  the  Bureau  of  the  Budget  and  the 
Congress. 

if)  Performs  liaison  with  the  Vet¬ 
erans’  Administration  Controller  on 
budget,  accounting,  auditing,  statistical, 
and  related  controller  functions. 

(iii)  Office  of  the  Assistant  Chief 
Medical  Director  for  Dentistry,  ia) 
Formulates,  in  close  collaboration  with 
other  Assistant  Chief  Medical  Directors 
and  Controller,  Department  of  Medicine 
and  Surgery,  and  recommends  to  the 
Chief  Medical  Director,  policies  and 
plans  of  department-wide  application, 
within  the  limitations  of  VA-wide  poli¬ 
cies  and  plans,  pertaining  to  an  inte¬ 
grated  program  of  dental  care. 

(b)  Has  direct  responsibility  and  final 
authority  for  all  dental  matters,  subject 
to  approval  of  the  Chief  Medical  Direc¬ 
tor. 

(c)  Develops  professional  standards 
governing  kinds  and  quality  of  staff, 
facilities,  equipment,  and  supplies  re¬ 
quired  by  the  dental  program. 

id)  Advises  and  assists  the  Chief  Med¬ 
ical  Director  in  connection  with  these 
activities,  and  appraises  for  the  Chief 
Medical  Director  the  effectiveness  and 
economy  of  these  activities. 

(iv)  Office  of  the  Assistant  Chief 
Medical  Director  for  Research  and  Edu¬ 
cation.  ia)  Formulates,  in  close  col¬ 
laboration  with  other  Assistant  Chief 
Medical  Directors  and  Controller,  De¬ 
partment  of  Medicine  and  Surgery,  and 
recommends  to  the  Chief  Medical  Direc¬ 
tor  objectives,  policies,  and  plans  of 
department-wide  application,  within  the 
limitations  of  VA-wide  policies  and 
plans,  pertaining  to  a  program  of  re¬ 
search  and  education  in  the  Department 
of  Medicine  and  Surgery. 

(b)  Develops  and  admisters  a  coordi¬ 
nated  research  program. 

(c)  Develops  a  coordinated  program 
of  graduate  and  post-graduate  education 
and  in-service  training. 

id)  Advises  and  assists  the  Assistant 
Chief  Medical  Director  for  Operations  in 
connection  with  tlie  technical  and  pro¬ 
fessional  aspects  of  these  activities,  and 
appraises  for  the  Chief  Medical  Director 
the  effectiveness  and  economy  of  these 
activities. 

(v)  Office  of  the  Assistant  Chief  Med¬ 
ical  Director  for  Operations,  ia)  In 
close  collaboration  with  other  Assistant 
Chief  Medical  Directors  and  Controller, 
Department  of  Medicine  and  Surgery: 

il)  Develops  and  formulates  general 
operating  policies  and  standards  for  hos¬ 
pitals.  clinics,  homes,  supply  depots,  and 
canteens. 

(2)  Participates  in  consideration  and 
solution  of  all  management  problems  in¬ 
volving  basic  policies  governing  opera¬ 
tions  of  the  Department  of  Medicine  and 
Surgery. 

(3)  Directs  the  operations  activities 
of  hospitals,  clinics,  homes,  supply  de¬ 
pots,  and  canteens,  to  assure  conform¬ 


ance  with  approved  objectives  and  poli¬ 
cies. 

i4)  Provides  the  Department  of  Med¬ 
icine  and  Surgery,  Central  OfiBce,  activ¬ 
ities  with  mail  and  messenger  service, 
central  filing  service,  tabulating  service, 
stenographic  pool  service,  forms  and 
form  letters  control  service,  and  con¬ 
ducts  the  work  measurement  and  incen¬ 
tive  awards  programs. 

(2)  Department  of  Insurance.  ’The 
Deputy  Administrator  for  Insurance  has 
jurisdiction  over,  and  is  responsible  to 
the  Administrator  for  the  proper  con¬ 
duct  of  the  activities  of  the  Department 
of  Insurance,  insures  the  effective  execu¬ 
tion  of  an  integrated  program  of  insur¬ 
ance. 

The  Assistant  Deputy  Administrator 
for  Insurance  serves  as  the  full  assistant 
to  the  Deputy  Administrator  and  acts  for 
that  ofBcial  during  periods  of  his  un¬ 
availability;  participates  fully  in  the 
direction  of  all  activities  of  the  Depart¬ 
ment  of  Insurance.  Specifically:  as¬ 
sures  that  operations  conducted  in  the 
Insurance  Centers  conform  to  all  appli¬ 
cable  laws  or  regulations  and  established 
policies,  standards,  or  procedures;  is 
responsible  for  the  personnel  manage¬ 
ment,  organization,  training,  ofldce  op¬ 
eration  and  administration,  purchasing 
and  supply,  work  measurement,  manage¬ 
ment  improvement,  work  simplification, 
records  management,  and  incentive 
awards  activities;  and  assures  that  all 
operations  are  conducted  economically 
and  efidciently. 

(i)  Office  of  Chief  Actuary,  (a)  For¬ 
mulates  and  recommends  to  the  Deputy 
Administrator  for  Insurance  general 
policies  and  plans  of  department-wide 
application,  within  the  limitation  of  VA- 
wide  policies  and  plans,  pertaining  to 
insurance  actuarial  activities. 

(b)  Advises  and  assists  the  Assistant 
Deputy  Administrator  for  Insurance  in 
connection  with  the  actuarial  activities 
and  appraises  for  the  Deputy  Adminis¬ 
trator  for  Insurance,  the  effectiveness 
and  economy  of  these  activities. 

(c)  Acts  as  a  member  of  the  policy 
board.  Department  of  Insurance. 

id)  Conducts  mortality  and  disability 
studies  and  analyses  of  experience,  es¬ 
tablishes  and  calculates  policy  rates  and 
values,  and  determines  surplus  and  ap¬ 
portionment  of  dividends. 

(e)  Determines  the  status  of  the 
United  States  Government  Life  Insur¬ 
ance  F\ind,  the  National  Service  Life  In¬ 
surance  Fund,  the  revolving  funds 
established  under  Public  Law  23,  82d 
Congress. 

if)  Performs  special  studies  relating 
to  actuarial  matters. 

(ii)  Office  of  the  Assistant  Deputy 
Administrator  iUndertmriting) .  ia) 
Formulates  and  recommends  to  the 
Deputy  Administrator  for  Insurance, 
policies  and  plans  of  department-wide 
application,  within  the  limitation  of  VA- 
wide  policies  and  plans,  pertaining  to 
insurance  underwriting. 

(b)  Advises  and  assists  the  Assistant 
Deputy  Administrator  for  Insurance  in 
connection  with  the  underwriting  ac¬ 
tivity,  and  appraises  for  the  Deputy 
Administrator  for  Insurance  the  effec¬ 
tiveness  and  economy  of  that  activity. 


I 


FEDERAL  REGISTER 


2921 


W  ednesday,  May  19,  1954 

(c)  Acts  as  a  member  of  the  policy 
board,  Department  of  Insurance. 

(d)  Reviews  evidence,  determines  the 
facts,  and  prepares  and  recommends  de¬ 
cisions  on  protest,  no  record,  and  un¬ 
usually  complicated  underwriting  cases. 

(iii)  OJBfice  of  the  Assistant  Deputy 
Administrator  (Insurance  Accounts) . 
(0)  Formulates  and  recommends  to  the 
Deputy  Administrator  for  Insurance, 
policies  and  plans  of  department-wide 
application,  within  the  limitation  of  VA- 
wide  policies  and  plans,  pertaining  to  in¬ 
surance  accounting. 

(b)  Advises  and  assists  the  Assistant 
Deputy  Administrator  for  Insurance  in 
connection  with  insurance  accounting, 
and  appraises  for  the  Deputy  Adminis¬ 
trator  for  Insurance  the  effectiveness 
and  economy  of  that  activity. 

(c)  Acts  as  a  member  of  the  policy 
board.  Department  of  Insurance. 

(d)  Reviews  evidence,  determines  the 
facts,  and  prepares  and  recommends  de¬ 
cisions  on  protest  and  unusually  compli¬ 
cated  cases  involving  insurance  account¬ 
ing  matters. 

(iv)  Office  of  the  Controller,  Depart^ 
merit  of  Insurance,  (a)  Formulates  and 
recommends  to  the  Deputy  Administra¬ 
tor  for  Insurance  policies  and  plans  of 
department-wide  application,  within  the 
limitation  of  VA-wide  policies  and  plans, 
pertaining  to  the  following  functions: 

(1)  Preparation  of  statements  and 
other  accounting  reports  relating  to  ap¬ 
propriated,  trust,  and  revolving  funds. 

(2)  Maintenance  of  trust  funds  and 
revolving  fund  accounts. 

(3)  Maintenance  of  employee  and 
payee  accounts  and  related  activities  of 
the  Insurance  Centers. 

(b)  Advises  and  assists  the  Assistant 
Deputy  Administrator  for  Insurance  in 
connection  with  these  activities  and  ap¬ 
praises  for  the  Deputy  Administrator  for 
Insurance  the  effectiveness  and  economy 
of  these  activities. 

(c)  Maintains  accounting  control 
over  the  distribution  and  use  of  appro¬ 
priated  funds. 

id)  Reviews  and  consolidates  the  an¬ 
nual  and  quarterly  insurance  budgets. 

(e)  Performs  spot  or  sample  audits  of 
collection,  premium  accounting,  loan, 
lien,  dividend,  and  associated  records  in 
all  insurance  centers  to  determine  ac¬ 
curacy  of  transactions  and  effectiveness 
of  accounting  controls,  and  conducts 
periodic  audit  of  all  financial  records. 

(/)  Participates  in  the  justification  of 
budget  estimates  of  the  Department  of 
Insurance  before  Bureau  of  the  Budget 
representatives  and  congressional  com- 
uiittees. 

(V)  Office  of  the  Assistant  Deputy 
Administrator  (Insurance  Claims),  (a) 
I^Jrmulates  and  recommends  to  the 
Deputy  Administrator  for  Insurance, 
policies  and  plans  of  department-wide 
application,  within  the  limitation  of  VA- 
wide  policies  and  plans,  pertaining  to 
insurance  claims. 

(b)  Advises  and  assists  the  Assistant 
i^Puty  Administrator  for  Insurance  in 
connection  with  insurance  claims,  and 
appraises  for  the  Deputy  Administrator 
lor  Insurance  the  effectiveness  and 
economy  of  that  activity. 

(c)  Acts  as  a  member  of  the  policy 
board.  Department  of  Insurance. 


(d)  Reviews,  develops  evidence,  makes 
determinations  of  fact,  and  prepares  and 
recommends  decisions,  involving  ques¬ 
tions  of  legal  and  medical  nature  on  pro¬ 
test.  litigated  and  highly  complicated 
disability  insurance  claims  cases. 

(3)  Department  of  Veterans  Benefits. 
The  Deputy  Administrator  for  Veterans 
Benefits  has  jurisdiction  over,  directs, 
and  is  responsible  to  the  Administrator 
for,  the  conduct  of  the  activities  of  the 
Department  of  Veterans  Benefits.  In¬ 
sures  the  effective  execution  of  an  in¬ 
tegrated  program  of  veterans  benefits 
consisting  of  compensation  and  pension, 
vocational  rehabilitation  and  education, 
loan  guaranty,  guardianship,  and  field 
examinations  and  contact  activities  of 
the  Veterans’  Administration. 

The  Assistant  Deputy  Administrator 
for  Veterans  Benefits  serves  as  the  full 
assistant  to  the  Deputy  Administrator  for 
Veterans  Benefits  in  the  discharge  of  his 
responsibilities,  acts  for  him  in  his  ab¬ 
sence,  and  participates  fully  in  the  di¬ 
rection  of  all  activities  of  the  Depart¬ 
ment  of  Veterans  Benefits.  Is  assisted  by 
such  Staff  Assistants  as  may  be  required. 

(i)  Office  of  the  Assistant  Deputy 
Administrator  (Compensation  and  Pen~ 
Sion) .  (a)  Formulates  and  recommends 
to  the  Deputy  Administrator  for  Vet¬ 
erans  Benefits  policies,  plans,  proced¬ 
ures.  and  standards  of  department-wide 
application  within  the  limitations  of 
VA-wide  policies  and  plans  pertaining  to 
the  following  activities: 

(1)  Disability  compensation  and  pen¬ 
sion  claims. 

(2)  Claims  for  automobiles  or  other 
conveyances. 

(3)  Special  housing  claims. 

(4)  Emergency  ofideers’  retirement 
claims  and  Reserve  officers’  retirement 
pay  under  Public  Law  262,  77th  Congress. 

(5)  Eligibility  determination  for  other 
services  or  government  agencies. 

(6)  Death  compensation  and  pension 
claims. 

(7)  Claims  for  reimbursement  for 
burial,  funeral,  and  transportation  ex¬ 
penses  of  deceased  veterans. 

(8)  Claims  for  accrued  compensation, 
pension,  retirement  pay,  subsistence  and 
training  allowances,  and  readjustment 
allowance. 

(9)  Waivers  of  overpayments. 

(10)  Forfeiture  of  rights  and  bene¬ 
fits. 

(b)  Advises  and  assists  the  Deputy  Ad¬ 
ministrator  for  Veterans  Benefits  in  con¬ 
nection  with  these  activities  and  ap¬ 
praises  for  him  their  effectiveness  and 
economy. 

(c)  Reviews  proposed  legislation  and 

Executive  orders  to  determine  the  spe¬ 
cific  effect  upon  the  program  and  com¬ 
ments  and  recommends  to  the  Deputy 
Administrator  for  Veterans  Benefits 
with  respect  thereto.  ^ 

(d)  Maintains  liaison  with  agencies 
and  organizations  interested  in  compen¬ 
sation  and  pension. 

(11)  Office  of  the  Assistant  Deputy 
Administrator  (Vocational  Rehabilita¬ 
tion  and  Education),  (a)  Formulates 
and  recommends  to  the  Deputy  Admin¬ 
istrator  for  Veterans  Benefits  policies, 
plans,  procedures,  and  standards  of  de¬ 
partment-wide  application  within  the 
limitations  of  VA-wide  policies  and 


plans  pertaining  to  the  following  pro¬ 
grams  whereby  the  Veterans’  Adminis¬ 
tration  effectuates  the  provisions  of 
Public  Law  16,  78th  Congress,  Public 
Law  894,  81st  Congress,  Public  Law  346, 
78th  Congress,  Public  Law  550,  82d  Con¬ 
gress,  amendments  to  such  laws,  and 
other  related  directives  relating  to  the 
vocational  rehabilitation,  education,  and 
training  of  disabled  and  nondisabled 
veterans. 

(1)  A  program  for  the  determination 
of  eligibility  for  an  extent  of  entitlement 
to  education  or  training  benefits  and 
basic  eligibility  for  vocational  rehabili¬ 
tation  ;  the  authorization  of  benefit  pay¬ 
ments  to  veterans  under  those  laws; 
and,  the  application  of  the  statutory 
provisions  and  limitations  which  govern 
the  pursuit  of  courses  or  programs  of 
education  and  training. 

(2)  A  program  for  securing  from  the 
appropriate  agency  of  each  State  a  list 
of  approved  education  and  training  in¬ 
stitutions;  conducting  business  relation¬ 
ships  with  institutions  to  establish  bases 
for  payment  of  tuition  fees  and  other 
allowable  charges  for  the  training  of 
veterans;  reimbursing  States  and  local 
agencies  for  services  rendered  in  con¬ 
nection  with  the  inspection,  approval, 
and  supervision  of  establishments  and 
institutions,  maintaining  cooperative  re¬ 
lationships  with  such  agencies;  and, 
maintaining  liaison  between  the  various 
agencies  of  the  Federal  Government  the 
services  of  which  are  used  in  connection 
with  the  education  and  training  of 
veterans  under  Public  Law  550,  82d 
Congress. 

(3)  A  program  for  providing  counsel¬ 
ing  services  to  veterans  including 
determining  need  for  vocational  re¬ 
habilitation  to  restore  employability  lost 
by  reason  of  service -connected  disability; 
determining  feasibility  of  training  or 
employment;  and  providing  counseling 
services  to  assist  disabled  veterans  in 
selecting  suitable  employment  objectives; 
providing  counseling  services  for  eligible 
veterans  who  desire  such  services  in  con¬ 
nection  with  education  and  training  and 
for  those  for  whom  counseling  is  required 
by  Veterans’  Administration  regulations; 
and,  the  operation  of  Veterans’  Adminis¬ 
tration  guidance  centers  in  educational 
institutions  or  other  establishments. 

(4)  A  program  for  prescribing  and 
providing  for  disabled  veterans  courses 
of  vocational  rehabilitation  to  restore 
employability  lost  by  reason  of  service- 
incurred  disabilities;  preparing  individ¬ 
ual  training  programs  to  provide  such 
courses  including  special  courses  to  over¬ 
come  the  handicaps  of  severe  disabilities; 
locating  and  negotiating  agreements 
with  suitable  training  facilities  to  fur¬ 
nish  the  training  indicated  by  the  indi¬ 
vidual  training  program;  supervising 
disabled  veterans  throughout  training; 
declaring  disabled  veterans  rehabilitated 
when  employability  has  been  restored, 
referring  the  veteran  to  the  appropriate 
State  and/or  Federal  employment 
agency  for  assistance  in  obtaining  em¬ 
ployment  and  assisting  in  the  placement 
of  seriously  disabled  veterans  in  em¬ 
ployment. 

(5)  A  program  to  assure  that  the  con¬ 
ditions  under  which  veterans  pursue  edu- 
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cation  or  training  are  in  accord  with  the 
provisions  of  the  appropriate  law. 

(6)  A  research  program  to  evaluate 
the  results  of  the  vocational  rehabilita¬ 
tion  and  education  program  in  terms  of 
its  objectives  and  the  actual  benefits 
accruing  to  veterans  as  a  result  of  the 
training  provided. 

(b)  Reviews  proposed  legislation  and 
Executive  orders  pertaining  to  the  vo¬ 
cational  rehabilitation  and  education 
programs  and  recommends  thereon  to 
the  Deputy  Administrator  for  Veterans 
Benefits. 

(c)  Formulates  and  recommends  for 
publication  an  historical  account  of  the 
Vocational  Rehabilitation  and  Educa¬ 
tion  program. 

(d)  Maintains  cooperative  working 
relations  with  national  agencies,  organi¬ 
zations.  and  associations  which  deal  with 
or  have  a  bearing  on  vocational  rehabili¬ 
tation  and  education  of  veterans. 

(e)  Advises  and  assists  the  Deputy 
'Administrator  for  Veterans  Benefits  in 
connection  with  these  activities,  and  ap¬ 
praises  for  the  Deputy  Administrator  for 
Veterans  Benefits  the  effectiveness  and 
economy  of  the  vocational  rehabilita¬ 
tion  and  education  programs. 

(iii)  OMce  of  the  Assistant  Deputy 
Administrator  (Loan  Guaranty),  (a) 
Formulates  and  recommends  to  the 
Deputy  Administrator  for  Veterans  Ben¬ 
efits,  policies,  plans,  procedures,  and 
standards  of  department-wide  applica¬ 
tion  within  the  limitations  of  VA-wide 
policies  and  plans,  pertaining  to  pro¬ 
grams  whereby  Veterans’  Administration 
effectuates  the  provisions  of  Title  m  of 
the  Servicemen’s  Readjustment  Act  of 
1944,  as  amended,  and  other  statutes  and 
implementing  Executive  orders  and  com¬ 
parable  directives  relating  to  direct  and 
indirect  government  financial  assistance 
for  the  purchase  or  construction  of 
homes,  and  the  acquisition,  manage¬ 
ment.  and  operation  of  business  and 
fanning  enterprises  by  veterans,  and  re¬ 
lated  activities  consequent  upon  the  de¬ 
fault.  sale,  or  other  disposition  of  the 
veterans’  contractual  obligations  and 
properties. 

(b)  Advises  the  Deputy  Administrator 
for  Veterans  Benefits  as  to  approved 
precedent  interpretations  of  laws  and 
regulations  and  the  application  of  poli¬ 
cies  and  procedures  on  loan  guaranty 
programs,  and  prepares  the  decisions  in 
relation  thereto  for  release  through  ap¬ 
propriate  channels  to  industry  groups, 
trade  associations,  and  program  partici¬ 
pants  as  well  as  for  Members  of  Congress 
and  field  officials  of  Veterans’  Adminis¬ 
tration. 

(c)  Directs  a  program  of  financial  re¬ 
search  designed  to  evaluate  the  effect  of 
government  fiscal  and  housing  policies 
and  programs  on  loan  guaranty  activi¬ 
ties,  the  adequacy  of  the  interest  rate  on 
veterans,  loans,  the  levels  and  capacity 
of  the  housing  market,  and  the  sig¬ 
nificance  of  proposed  related  legislation. 

(d)  Reviews  proposed  legislation  and 
Executive  orders  pertaining  to  loan 
guaranty  programs  and  recommends 
thereon  to  the  Deputy  Administrator  for 
Veterans  Benefits.  Recommends  to  the 
Deputy  Administrator  for  Veterans  Ben¬ 
efits  proposals  for  consideration  of 


changes  in  existing  laws  relating  to  loan 
guaranty  programs. 

(e)  Maintains  top  level  liaison  with 
other  components  of  Federal  Govern¬ 
ment  and  other  organizations  and  asso¬ 
ciations  interested  in  the  loan  guaranty 
program. 

(/)  Advises  and  assists  the  Deputy 
Administrator  for  Veterans  Benefits  in 
connection  with  these  activities  and  .ap¬ 
praises  for  the  Deputy  Administrator  for 
Veterans  Benefits  the  effectiveness  and 
economy  of  these  programs. 

(iv)  Office  of  the  Controller,  Depart- 
ment  of  Veterans  Benefits,  (a)  Formu¬ 
lates  and  recommends  to  the  Deputy 
Administrator  for  Veterans  Benefits 
policies,  plans,  procedmes,  and  stand¬ 
ards  of  department-wide  application 
within  the  limitations  of  VA-wide  poli¬ 
cies  and  plans  pertaining  to  the  follow¬ 
ing  activities  of  the  Department  of 
Veterans  Benefits: 

(1)  The  budgetary  programs. 

(2)  The  finance  activities. 

(3)  An  integrated  system  of  financial, 
progress,  and  statistical  reporting. 

(4)  The  conduct  of  the  President’s 
management  improvement  program,  the 
incentive  awards  program,  and  the  work 
simplification  program  as  such  programs 
relate  to  the  activities  of  the  Depart¬ 
ment  of  Veterans  Benefits. 

(b)  Advises  and  assists  the  Deputy 
Administrator  for  Veterans  Benefits  in 
connection  with  these  activities  and  ap¬ 
praises  for  the  Deputy  Administrator  for 
Veterans  Benefits  the  effectiveness  and 
economy  of  these  activities. 

(c)  Responsible  for  continuing  sur¬ 
veys  and  studies  of  administrative  prac¬ 
tices.  organizational  structure,  and 
managerial  procedures  of  the  Depart¬ 
ment  of  Veterans  Benefits. 

id)  Responsible  for  the  development 
of  cost  consciousness  on  the  part  of  all 
executives  of  the  department  and  pro¬ 
motion  of  better  management  through 
a  program  of  improved  accounting. 

(e)  Serves  as  the  principal  point  of 
contact  with  Office  of  the  Controller 
(Veterans’  Administration)  and  in  con¬ 
junction  with  the  latter,  with  the  Gen¬ 
eral  Accounting  Office,  Bureau  of 
Budget,  and  other  Government  agencies 
on  these  activities. 

(V)  Office  of  the  Assistant  Deputy  Ad¬ 
ministrator  for  Administration,  (a) 
Formulates  and  recommends  to  the 
Deputy  Administrator  for  Veterans 
Benefits  policies,  plans,  procedures,  and 
standards  of  department-wide  applica¬ 
tion  within  the  limitation  of  VA-wide 
policies  and  plans  pertaining  to: 

(1)  Contact  and  liaison  activities  in 
the  Veterans’  Administration  depart¬ 
ments  which  furnish  information,  ad¬ 
vice,  and  assistance  to  veterans,  their 
dependents  and  beneficiaries,  and  the 
general  public  on  veterans  benefits  pro¬ 
vided  by  laws  administered  by  the  Vet¬ 
erans’  Administration. 

(2)  Foreign  affair  activities. 

(3)  Guardianship  and  field  examina¬ 
tion  activities. 

(4)  Office  administration  activities 
(machine  records  and  accounting  activi¬ 
ties,  records  management  and  general 
office  operations)  including  publications 
control,  forms  and  form  letters  control 


and  standardization,  and  correspond¬ 
ence. 

(5)  Personnel  management. 

(6)  Supply  management,  supply  fund 
management,  procurement,  real  prop¬ 
erty  management,  and  engineering. 

(b)  Reviews  proposed  legislation  and 
Executive  orders  to  determine  the  specific 
effect  upon  these  programs  and  activities 
and  comments  and  recommends  to  the 
Deputy  Administrator  for  Veterans 
Benefits  with  respect  thereto. 

(c)  Maintains  liaison  with  Veterans’ 
Administration  officials,  other  agencies 
and  organizations  on  matters  of  mutual 
interest. 

(d)  Advises  and  assists  the  Deputy 
Administrator  for  Veterans  Benefits  in 
connection  with  the  foregoing  activities 
and  appraises  for  him  the  effectiveness 
and  economy  of  the  policies  and  plans 
for  these  programs. 

(c)  Furnishes  assistance  in  the  con¬ 
duct  of  field  operations  relating  to  the 
foregoing  programs  and  activities  and,  in 
collaboration  with  the  Assistant  Deputy 
Administrator  (Field) ,  evaluates  the 
effectiveness  and  economy  of  field  oper¬ 
ations  pertaining  to  the  foregoing  pro¬ 
grams  and  activities. 

(/)  Responsible  for  (1)  administering 
for  the  department  the  publications  con¬ 
trol  program  and  the  maintenance  of 
historical  records  of  all  administrative 
issues,  the  standardization  program  of 
forms  and  form  letters,  and  the  corre¬ 
spondence  program;  (2)  the  exercise  of 
personnel  authorities  within  limitations 
imposed  by  current  delegations  and  re¬ 
strictions;  (3)  the  management  of  the 
department’s  portion  of  the  supply  fund; 
and  (4)  the  provision  of  information, 
advice,  and  assistance  to  veterans,  their 
dependents  and  beneficiaries,  their  rep¬ 
resentatives,  and  others  who  contact 
Central  Office  concerning  benefits  pro¬ 
vided  by  laws  and  regulations  adminis¬ 
tered  by  the  Veterans’  Administration. 

(vi)  Office  of  the  Assistant  Deputy 
Administrator  (Field) .  (a)  Is  responsi¬ 
ble  to  the  Deputy  Administrator  for  Vet¬ 
erans  Benefits  for  directly  administering 
a  program  of  supervision  of  all  opera¬ 
tions  in  field  stations  of  the  department 
to  assure  conformance  with  established 
policies,  plans,  procedures,  and  stand¬ 
ards  and  that  all  operations  are  con¬ 
ducted  efficiently  and  economically. 

(b)  Appraises  for  the  Deputy  Admin¬ 
istrator  the  effectiveness  and  economy 
of  field  station  performance  pertaining 
to  compensation  and  pension,  vocational 
rehabilitation  and  education,  loan  guar¬ 
anty  and  finance  operations,  and,  in  con¬ 
nection  with  the  foregoing  operations, 
furnishes  assistance  to  field  stations  in 
the  solution  of-  operational  and  manage¬ 
ment  problems  within  the  framework  of 
established  policies,  plans,  procedures, 
and  standards. 

(c)  Maintains  liaison  with  Veterans’ 
Administration  officials,  other  agencies 
and  organizations,  on  matters  of  mutual 
interest. 

(d)  Advises  and  assists  the  Deputy 
Administrator  for  Veterans  Benefits  with 
the  foregoing  activities. 

Sec.  3.  Field  stations.  This  term  ap¬ 
plies  to  Veterans’  Administration  instal¬ 
lations  located  in  the  field,  and  includes 
the  following: 
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(a)  District  Office.  A  Veterans’  Ad¬ 
ministration  District  Office  is  an  organ¬ 
izational  element  established  to  render 
services  provided  by  law  for  veterans, 
their  dependents,  and  beneficiaries  with¬ 
in  an  assigned  area  in  connection  with 
the  insurance  and  the  dependents  and 
beneficiaries  claims  programs;  imple¬ 
ments  established  policies,  plans,  and 
procedures  for  the  insurance  and  death 
claims  programs  of  the  Veterans’  Ad¬ 
ministration;  and  performs  the  auxili¬ 
ary  services  necessary  for  operation  of 
the  district  office  including  administra¬ 
tive,  finance,  personnel,  and  supply 
activities.  (See  section  4  (b)  for  respec¬ 
tive  jurisdictions.) 

(b)  Insurance  Center,  District  of  Co~ 
lumbia.  The  Insurance  Center,  District 
of  Columbia,  maintains  premium,  loan, 
lien  and  dividend  records  for  all  policy¬ 
holders  of  United  States  Government 
Life  Insurance  and  policyholders  of  Na¬ 
tional  Service  Life  Insurance  whose 
records  are  maintained  in  this  center; 
receives,  accounts  for,  and  disposes  of  all 
monies  received  in  Washington,  D.  C.  for 
the  credit  of  the  Government  life  insur¬ 
ance  funds  and  appropriations;  author¬ 
izes  cash  surrenders,  refunds,  policy 
loans,  settlement  on  matured  endow¬ 
ments  and  dividend  payments;  issues 
premium  notices  and  receipts;  maintains 
addressograph  plate  files  for  all  policies 
serviced;  grants  contracts  of  life  insur¬ 
ance  and  total  disability  in  come  riders; 
determines  acceptability  of  medical  evi¬ 
dence  submitted  in  connection  with  ap¬ 
plications  for  new  insurance,  change  of 
plan,  or  reinstatement  of  lapsed  insur¬ 
ance;  approves  or  disapproves  conver¬ 
sions,  contract  changes,  and  reinstate¬ 
ments  requiring  proof  of  good  health; 
develops  evidence,  ajudicates,  grants,  or 
denies  claims  for  insurance  disability 
benefits;  terminates  awards  in  cases 
where  insured  is  found  no  longer  totally 
disabled;  determines  if  there  was  fraud 
in  procurement  or  reinstatement  of  a 
contract  of  insurance,  and  determines 
the  liability  of  the  National  Service  Life 
Insurance  or  United  States  Government 
Life  Insurance  Funds  under  the  extra 
hazard  provisions  of  the  law;  conducts 
correspondence  relating  to  underwriting, 
premium  accounts  and  disability  claims 
matters;  maintains  a  centralized  insur¬ 
ance  locator  file  and  operates  a  central¬ 
ized  control  of  unapplied  remittances 
and  missing  records  for  all  District  Of¬ 
fices;  maintains  continuous  liaison  with 
all  Service  Departments,  and  conducts 
a  variety  of  administrative  matters  in¬ 
cluding  personnel  administration,  bud¬ 
get  and  finance,  records  management 
and  incentive  awards. 

(c)  Regional  Office.  A  Veterans  Ad¬ 
ministration  Regional  Office  is  an 
organizational  element  which  under 
properly  constituted  authority  grants 
benefits  and  services  provided  by  law  for 
veterans,  their  dependents,  and  bene¬ 
ficiaries  within  an  assigned  territory; 
furnishes  information  as  to  all  Veterans’ 
Administration  benefits  and  services; 
procures  data  regarding  applications 
and  claims;  rates  and  adjudicates  claims 
and  makes  awards  for  disability  com¬ 
pensation  and  pension;  conducts  physi¬ 
cal  and  mental  examinations  for  claims 
purposes;  establishes  eligibility  and 
No.  97 - 5 


need  for  hospitalization  In  other  Gov¬ 
ernment  and  private  institutions  and 
State-home  care;  renders  out-patient 
treatment  and  social  service;  handles 
guardianship  and  fiduciary  matters  and 
authorized  legal  proceedings;  aids, 
guides,  and  prescribes  vocational  re¬ 
habilitation  training  and  administers 
educational  benefits  for  World  War  II 
veterans;  guarantees  loans  for  purchase 
or  construction  of  homes,  farms,  or 
business  property;  aids  and  otherwise 
assists  the  veteran  in  exercising  his 
rights  to  benefits  and  services; 'conducts 
administrative,  finance,  supply,  files, 
and  records  activities,  and  supervises  VA 
offices  under  its  jurisdiction.  Regional 
offices  are  located  in  each  State,  in  cer¬ 
tain  territories  and  possessions,  and  in 
the  Philippines. 

(d)  Veterans  Benefits  Office,  District 
of  Columbia.  The  Veterans  Benefits  Of¬ 
fice,  District  of  Columbia,  is  a  field  sta¬ 
tion  which  grants  benefits  and  services 
provided  by  law  for  veterans,  their  de¬ 
pendents  and  beneficiaries.  This  office 
performs  the  functions  of  a  regional  of¬ 
fice  for  an  assigned  territory  and  in 
addition  adjudicates  claims  for  death 
compensation  and  pension,  all  types  of 
Government  insurance  and  indemnity 
benefits  filed  by  beneficiaries  of  deceased 
veterans,  and  reimbursement  for  burial, 
funeral  and  transportation  expenses  of 
deceased  veterans  not  assigned  to  the 
Veterans’  Administration  District  Offices. 

(e)  Hospital.  A  Veterans’  Adminis¬ 
tration  Hospital  is  an  organizational 
element  established  to  provide  all  eligible 
beneficiaries  with  the  best  possible 
diagnostic  and  therapeutic  services  in 
accordance  with  the  highest  current 
professional  standards.  Hospitals  are 
generally  classified  as  GM&S  (General 
Medical  and  Surgical),  NP  (Neuropsy¬ 
chiatric),  and  TB  (Tuberculosis)  indi¬ 
cating  the  major  type  of  treatment. 
Usually,  however,  hospitals  are  equipped 
to  render  more  than  one  type  of  treat¬ 
ment  and  some  hospitals  have  facilities 
for  highly  specialized  services  such  as 
those  for  tumors,  chest  surgery,  neuro¬ 
surgery,  paraplegia,  etc. 

(f)  Center.  A  Veterans’  Administra¬ 
tion  Center  is  an  organizational  element 


consisting  of  a  combination  of  activities 
of  two  or  more  of  the  following  Veterans’ 
Administration  field  stations  under  jur¬ 
isdiction  of  one  manager:  Regional  office, 
hospital,  or  domiciliary. 

(g)  Domiciliary.  A  Veterans’ Admin¬ 
istration  Domiciliary  is  a  field  station 
having  only  domiciliary  activities.  By 
domiciliary  activities  is  meant  the  pro¬ 
viding  of  a  home  and  the  furnishing  of 
domiciliary  care  and  medical  treatment 
when  needed  to  those  veterans  who  are 
unable  because  of  their  disabilities  to 
care  for  themselves  but  who  are  not  in 
need  of  nursing  service,  constant  medical 
supervision,  or  definitive  medical  treat¬ 
ment.  Domiciliary  service  is  not  to  be 
considered  as  a  convalescent  home  or  an 
adjunct  to  the  hospital  for  treatment  of 
chronic  diseases  or  as  custodial  care  of 
incompetent  veterans. 

(h)  VA  Office.  A  VA  Office  is  an  or¬ 
ganizational  element  under  either  a 
manager  or  an  officer-in-charge  estab¬ 
lished  to  provide  contact  service  and 
such  other  service  as  cannot  be  conve¬ 
niently  provided  to  veterans,  their  de¬ 
pendents  and  beneficiaries,  and  others  in 
a  given  locality  by  the  parent  regional 
office  or  center. 

(i)  Other  field  installations.  In  addi¬ 
tion  to  the  installations  referred  to  in 
paragraphs  (a)  to  (h)  of  this  section, 
there  are  a  limited  number  of  supply 
depots,  a  forms  depot,  a  records  service 
center,  and  a  publications  depot. 

Sec.  4,  Addresses  of  Veterans'  Admin¬ 
istration  installations  and  jurisdictional 
areas  of  district  offices — (a)  Addresses  of 
Veterans’  Administration  installations. 

This  is  a  guide  to  the  location  of  Vet¬ 
erans’  Administration  field  stations  in 
each  State  (also  Alaska,  Canal  Zone. 
Hawaii,  and  Philippines),  where  infor¬ 
mation  may  be  obtained  by  personal  con¬ 
tact  or  correspondence  concerning  ben¬ 
efits  to  veterans  and  their  dependents 
and  beneficiaries.  The  parent  regional 
offices  and  centers  having  regional  office 
activities  are  listed,  with  the  VA  Offices 
(formerly  subregional  and  contact  offi¬ 
ces)  indented  thereunder.  VA  Offices 
having  managers  are  italicized;  the  VA 
Offices  having  medical  activities  are  pre¬ 
ceded  by  an  asterisk. 


Alabama 


Type  of  activity  and  location 

Regional  office,  Montgomery  4 _ 

VA  Office,  Birmingham  3 _ 

VA  Office,  Decatur _ 

VA  Office,  Gadsden _ 

VA  Office,  Mobile  10 . 

Hospital,  Birmingham  3 _ 

Hospital,  Montgomery _ 

Hospital,  Tuscaloosa _ 

Hospital,  Tuskegee _ 


Address 

400  Lee  St. 

1724  3d  Ave.,  North. 

201  Gordon  Dr. 

King  Bldg.,  524  Chestnut  St. 

U.  S.  Court  House  and  Custom  House, 
Veterans’  Administration  Hospital. 
Perry  Hill  Rd, 

Veterans’  Administration  Hospital. 
Veterans’  Administration  Hospital. 


Alaska 

Regional  Office,  Juneau _ Goldstein  Bldg. 

VA  Office,  Anchorage _ P.  O.  Box  1399,  Federal  Bldg. 

VA  Office,  Fairbanks _ -  P.  O.  Box  869,  Federal  Bldg. 

VA  Office,  Ketchikan _ P.  O.  Box  2621,  Federal  Bldg. 

Arizona 

Regional  Office,  Phoenix _ _  Ellis  Bldg.,  137  N.  2d  Ave. 

VA  Office,  Tucson _ Greenway  Station. 

VA  Office,  Yuma _ _  First  National  Bank  Bldg.,  198  Main  St. 

Hospital,  Phoenix _ 7th  St.  and  Indian  School  Rd. 

Hospital,  ’Tucson _ Veterans’  Administration  Hospital. 

Center  (Hospital  and  Domiciliary),  Whipple _ _  Veterans’  Administration  Center. 
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Wednesday,  May  19,  1954 


Washington — Continued 


Type  of  activity  and  location 

Regional  Office,  Seattle  1 - 

VA  Office,  Everett _ _ _ 

VA  Office,  Richland _ 

VA  Office,  *Spokane  8 _ 

VA  Office,  Tacoma _ 

VA  Office,  Vancouver _ 

VA  Office.  Wenatchee - 

VA  Office,  Yakima - 

Hospital,  American  Lake - 

Hospital,  Seattle  8 - 

Hospital,  Spokane  12 - 

Hospital,  Vancouver - 

Hospital,  Walla  Walla - 


Address 

Tower  Bldg.,  7th  Ave.  and  Olive  Way. 

Pobes  Bldg.,  1806V4  Hewitt  Ave. 

329  Cullum  St. 

Hutton  Bldg.,  1329  George  Washington 
Parkway. 

Bankers  Trust  Bldg.,  1111  Pacific  Ave. 

405  W.  10th  St. 

Chelan  County  Courthouse. 

Liberty  Bldg.,  206^^  E.  Yakima  Ave. 
Veterans’  Administration  Hospital. 

4435  Beacon  Ave. 

N.  4815  Assembly  St. 

Veterans’  Administration  Hospital. 
Veterans’  Administration  Hospital. 


West  Virginia 


Regional  Office,  Huntington  1 - 

VA  Office,  Beckley - - 

VA  Office,  Bluefield _ 

VA  Office,  Charleston  1 - 

VA  Office,  Clarksburg - 

VA  Office,  Martinsburg - 

VA  Office,  Morgantown - 

VA  Office,  Parkersburg - 

Under  Pittsburgh,  Pa.,  Regional  Office,  VA  Of¬ 
fice,  Wheeling. 

Hospital,  Beckley - 

Hospital,  Clarksburg - 

Hospital,  Huntington  1 _ 

Center  (Hospital  and  Domiciliary),  Martins¬ 
burg. 


824  5th  Ave. 

104  McCreery  St. 

318  Federal  St. 

U.  S.  Courthouse. 

227  W.  Pike  St. 

Boyd  Bldg.,  202  S.  Queen  St. 
223  Fayette  St. 

221  4th  St. 


Veterans’  Administration  Hospital. 
Veterans’  Administration  Hospital. 
1540  Spring  Valley  Dr. 

Veterans’  Administration  Center. 


WISCONSIN 


Regional  Office,  Milwaukee  2 _ 

VA  Office,  Ashland _ 

VA  Office,  Eau  Claire _ 

VA  Office,  *  Green  Bay _ 

VA  Office,  La  Crosse _ * _ 

VA  Office,  Madison _ 

VA  Office,  Racine _ 

VA  Office,  Superior _ 

VA  Office,  Wausau _ 

Hospital,  Madison _ 

Hospital,  Tomak _ 

Hospital,  Waukesha _ -l _ 

Center  (Hospital  and  Domiciliary),  Wood 


342  N.  Water  St. 

209  Vaughn  Ave. 

112  E.  Grand  Ave. 

311  3.  Adams  St. 

6th  and  Vine  St. 

237  W.  Gilman  St. 

Arcade  Bldg.,  423  N.  Main  St. 

Post  Office  Bldg. 

Courthouse  Annex,  4th,  and  Scott  Sts 
Veterans’  Administration  Hospital. 
Veterans’  Administration  Hospital. 
Veterans’  Administration  Hospital. 
Veterans’  Administration  Center. 


Wyoming 


Center  (Regional  Office  and  Hospital),  Chey-  Veterans’  Administration  Center, 
enne. 

VA  Office,  Casper _  140-150  E.  Midwest  Ave. 

Hospital,  Sheridan _ ^ _  Veterans’  Administration  Hospital. 


(b)  Jurisdictional  areas  of  district  of¬ 
fices  (see  sec.  3  (a)  for  district  oflfice 
functions) ; 

Location  and  Area 

Denver,  Colo.:  Arizona,  Arkansas,  Califor¬ 
nia,  Colorado,  Hawaii,  Kansas,  Louisiana, 
Mississippi,  Missouri,  Nevada,  New  Mexico, 
Oklahoma,  Texas,  Utah,  Wyoming. 

Philadelphia,  Pa.:  Alabama,  Connecticut, 
Delaware,  District  of  Columbia,  Florida, 
Georgia,  Kentucky,  Massachusetts,  Mary¬ 
land,  Maine,  Michigan,  North  Carolina,  New 
Hampshire,  New  Jersey,  New  York,  Ohio, 
Pennsylvania,  Puerto  Rico,  Rhode  Island, 
South  Carolina,  Tennessee,  Virginia,  Ver¬ 
mont,  West  Virginia,  Virgin  Islands. 

St.  Paul.  Minn.:  Alaska,  Idaho,  Illinois, 
Indiana,  Iowa,  Minnesota,  Montana,  Ne¬ 
braska,  North  Dakota,  Oregon,  South  Da¬ 
kota,  Washington,  Wisconsin. 

tSEAL]  H.  V.  Stirling, 

Deputy  Administrator. 

IP.  R.  Doc.  64-3736;  Filed,  May  18,  1954; 

8:46  a.  m.] 


DEPARTMENT  OF  AGRICULTURE 

Office  of  the  Secretary 

Oregon 

DESIGNATION  OF  AREA  FOR  PRODUCTION 
EMERGENCY  LOANS 

For  the  purpose  of  making  loans  pur¬ 
suant  to  section  2  (a)  of  Public  Law  38, 
81st  Congress,  it  is  found  that  in  Jackson 
and  Josephine  Counties,  Oregon,  a  pro¬ 
duction  disaster  has  caused  a  need  for 
agricultural  credit  not  readily  available 
from  commercial  banks,  cooperative 
lending  agencies,  or  other  responsible 
sources. 

After  Jtme  30,  1955,  loans  under  sec¬ 
tion  2  (a)  of  Public  Law  38,  81st  Con¬ 
gress,  will  not  be  made  in  the  above 
named  counties  except  to  borrowers  who 
previously  received  such  assistance. 

Done  at  Washington,  D.  C.,  this  14th 
day  of  May  1954. 

[SEAL]  True  D.  Morse, 

Acting  Secretary. 

[F.  R.  Doc.  64-3864;  Piled,  May  18,  1954; 

8:68  a.  m.] 


Rural  Electrification  Administration 

[Administrative  Order  T-403] 

South  Dakota 

LOAN  ANNOUNCEMENT 

February  20,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 

Loan  designation :  Amount 

Deuel  Telephone  Cooperative 
Association,  South  Dakota 
521-A- . . . .  *$433,(X)0 

*  Simultaneous  allocation  and  loan. 

[seal]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Etoc.  54-3771;  Piled.  May  18,  1954; 
8:48  a.  m.] 


(Administrative  Order  T-404] 
Tennessee 

LOAN  announcement 

February  20,  1954. 

Pursuant  .to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

DeKalb  Telephone  Cooperative 

Tennessee  621-C _ $106, 000 

[seal]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc,  54-3772;  Piled.  May  18.  1954; 
8:48  a.  m.] 


[Administrative  Order  T-4051 
Wyoming 

LOAN  ANNOUNCEMENT 

February  20,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Ellectrification 
Administration: 

Loan  designation:  Amount 

Silver  Star  Telephone  Co.,  Inc., 

Wyoming  501-B _ $55,  000 

[SEAL]  Ancher  Nelsen, 

Administrator. 

[F.  R.  Doc.  54-3773;  Filed,  May  18.  1954; 
8:49  a.  m.] 


[Administrative  Order  T-406] 
Missouri 

loan  announcement 

February  25,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Gtovernment  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Green  Hills  Telephone  Corp., 

Missouri  534-B . $35,000 

[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

(P.  R.  Doc.  64-3774;  Piled,  May  18,  1954; 
8:49  a.  m.] 


[Administrative  Order  T-4071 
Minnesota 

LOAN  ANNOUNCEBIENT 

^  March  1,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Northland  Consolidated  Tele¬ 
phones,  Inc.,  Minnesota 
533-A _ *$271,000 

*  Simultaneous  allocation  and  loan. 

[seal]  Ancher  Nelsen. 

Administrator. 

|P.  R.  Doc.  54-3775;  Piled.  May  18,  1954; 
.  8:49  a.  m.] 


(Administrative  Order  T-408] 
Colorado 

LOAN  ANNOUNCEMENT 

March  10,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Eastern  Slope  Rural  Telephone 
Association,  Inc.,  Colorado 
614-A . . . *  $337,  000 

*  Simultaneous  allocation  and  loan. 

[seal]  J.  K.  O’Shaughnesst, 
Acting  Administrator. 

[P.  R.  Doc.  54-3776;  Piled,  May  18,  1954; 
8:49  a.  m.] 


[Administrative  Order  T-409] 
liOXnSXANA 

LOAN  ANNOUNCEMENT 

March  10,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

Lafourche  Telephone  Co.,  Inc., 

Louisiana  506-D _ $265, 000 

[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

[P.  R.  Doc.  64-3777;  Piled,  May  18,  1954; 
8:49  a.  m.] 


[Administrative  Order  T-4101 
South  Dakota 

LOAN  announcement 

March  10,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Ruial  Elec¬ 
trification  Administration: 

Loan  designation:  Amount 

Valley  Telephone  Cooperative 
Association,  Inc.,  South  Da¬ 
kota  509A _ *  $528,  000 

*  Simultaneotis  allocation  and  loan. 

[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

[P.  R.  Doc.  64-3778:  Piled,  May  18,  1954; 
8:49  a.  m.] 


[Administrative  Order  T-4111 
Alabama 

LOAN  ANNOUNCEMENT 

March  12,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

New  Hope  Telephone  Coopera¬ 
tive,  Alabama  524-C _ $116,000 

[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 
[P.  R.  Doc.  64-3779;  Piled.  May  18,  1954; 
8:49  a.  m.] 


[Administrative  Order  T-412] 
Indiana 

LOAN  ANNOUNCEMENT 

March  16,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
follov/ing  designation  has  been  signed 
on  behalf  of '  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Geetingsviile  Telephone  Co.,  In¬ 
diana  529-A _ *  $180, 000 

*  Simultaneoiis  allocation  and  loan. 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  64-3780;  Piled,  May  18.  1954; 
8:49  a.  m.] 


[Administrative  Order  T-4131 
South  Carolina 

LOAN  announcement 

March  17,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Piedmont  Rural  Telephone  Coop¬ 
erative,  Inc.,  South  Carolina 
503-C . -  $341,000 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  64-3781;  Piled,  May  18,  1954; 
8:50  a.  m.] 


[Administrative  Order  T-414] 
Georgia 

LOAN  announcement 

March  17,  1954, 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Sulloch  County  Rural  Telephone 
Cooperatives,  Inc.,  Georgia 
636-B . $87,000 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

(P.  R.  Doc.  64-3782;  Piled,  May  18,  1954; 
8:50  a.  m.] 


[Administrative  Order  T-415] 
Allocation  of  Funds  for  Loans 
March  17,  1954. 

I  hereby  amend: 

(a)  Administrative  Order  No.  T-228, 
dated  November  4,  1952,  by  increasing 
the  loan  of  $290,000  therein  made  for 
“Rosebud  Telephone  .Company,  Inc., 
Texas  560-A’’  by  $61,000  so  that  the  in* 
creased  loan  shall  be  $351,000. 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  64-3783;  Piled,  May  18,  1954; 
8:50  a.  m.] 


[Administrative  Order  T-416] 
Minnesota 

.  LOAN  ANNOUNCEMENT 

March  23,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  actinf 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Wednesday,  May  19,  1954 


Xioan  designation:  ~  Amount 

^Ig  Telephone  Oo.,  Minne¬ 
sota  642-A _ *538,000 

1  Simultaneous  allocation  and  loan. 

[seal]  J.  K.  O’Shaughnessy, 
Acting  Administrator, 

[P.  R.  Doc.  54r-3784;  Piled,  May  18,  1964; 
8:50  a.m.] 


[Administrative  Order  T-417] 
Georgia 

LOAN  ANNOUNCEMENT 

March  23,  1954. 

Pursuant  to  the  provisions  ol  the  Rural 
Bectriflcation  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Trenton  Telephone  Co.,  Georgia 

542-A . *$177,000 

‘Simultaneous  allocation  and  loan. 

[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

[P.  R.  Doc.  54-3785;  FUed,  May  18,  1954; 
8:50  a.  m.] 


[Administrative  Order  T-418] 
Alabama 

LOAN  ANNOUNCEMENT 

March  25,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Leeds  Telephone  Co.,  Inc.,  Ala¬ 
bama  509-C _ _ -  $142,000 

[SEAL]  ANCHER  NELSEN, 

Administrator. 

[P.  R.  Doc.  54^3786;  PUed,  May  18,  1954; 
8:50  a.  m.] 


[Administrative  Order  T-419] 
Illinois 

LOAN  ANNOUNCEMENT 

March  29,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

C.  T.  &  N.  Telephone  Co.,  Dli- 
nols  525A _ *$1,320,000 

‘Simultaneous  allocation  and  loan. 

tsEAL]  Fred  H.  Strong, 

Acting  Administrator. 

IP.  R.  Doc.  54-3787;  Plied,  May  18,  1954; 
8:50  a.  m.j 


FEDERAL  REGISTER 

[Administrative  Order  T-420] 
Kentucky 

LOAN  announcement 

March  29,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Calvert  Telephone  System,  lnc„ 

Kentucky  529-A _ *$452,000 

*  Simultaneous  allocation  and  loan. 

[seal]  Fred  H.  Strong, 

Acting  Administrator, 

[F.  R.  Doc.  54-3788:  Filed,  May  18,  1954; 
8:50  a.  m.] 


[Administrative  Order  T-421] 
Michigan 

LOAN  ANNOUNCEMENT 

March  31,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 

Loan  designation:  Amount 

Camden  Rural  Telephone  Co., 

Michigan  518-A . *$533,000 

‘Simultaneous  ?.Uocation  and  loan. 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  54-3789;  Piled,  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  T-422] 
Missouri 

loan  announcement 

April  1,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Chariton  Valley  Telephone 
Corp.,  Mlssoviri  535-A _ *  $367,  000 

*  Simultaneous  allocation  and  loan. 


[seal] 


Fred  H.  Strong, 
Acting  Administrator. 


designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Cameron  Telephone  Co.,  Louisi¬ 
ana  515-C _ $120,  000 


[SEAL] 


Ancher  Nelsen, 
Administrator, 


[P.  R.  Doc.  54-3790;  Piled,  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  T-423] 
Louisiana 
LOAN  ANNOUNCEMENT 

April  5,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 


[F.  R.  Doc,  54-3791;  Piled.  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  T-424] 
Minnesota 

LOAN  announcement 

April  6,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electrifi¬ 
cation  Administration: 

Loan  designation:  Amount 

Park  Region  Mutual  Telephone 
Co.,  Minnesota  508-C _ $203, 000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  54-3792;  Piled,  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  T-425] 

South  Carolina 

LOAN  announcement 

April  9,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Horry  Telephone  Cooperative, 

South  Caroline  519-B _ $839,  000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  54-3793;  Piled,  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  T-426] 
Louisiana 

LOAN  ANNOUNCEMENT 

April  9,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation;  Amount 

Reserve  Telephone  Co.,  Inc.,  Lou¬ 
isiana  503-C . $50,000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc,  54-3794;  Piled,  May  18,  1954; 
8:51*a.  m.J 
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[Administrative  Order  T-427] 
Indiana 

LOAN  ANNOUNCEMENT 

April  9,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Teoman  Telephone  Co.,  Inc., 

Indiana  523-B . . . $66, 000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  64-3795:  Piled,  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  'I'-428] 

Idaho 

LOAN  ANNOUNCEMENT 

April  9,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Albion  Telephone  Co.,  Idaho 

604-A  . . ‘$255,000 

■Simultaneous  allocation  and  loan. 

[SEAL]  Fred  H.  Strong. 

Acting  Administrator. 

[P.  R.  Doc.  64-3796;  Piled,  May  18,  1954; 
8:51  a.  m.] 


[Administrative  Order  T-429] 
Montana 

LOAN  announcement 

April  9,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the  fol¬ 
lowing  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electrifi¬ 
cation  Administration: 


Loan  designation:  Amount 

Northern  Telephone  Associa¬ 
tion,  Montana  515-A _ ‘$730,000 


‘  Simultaneous  allocation  and  loan. 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  64-3797;  Filed.  May  18,  1954; 
8:52  a.  m.] 


[Administrative  Order  T-4301 
Kentucky 
LOAN  ANNOUNCEMENT 

April  19,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 


amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Ballard  Rural  Telephone  Coop¬ 
erative  Corp.,  Inc.,  Kentucky 
615-B . . $402,000 


[seal]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3798:  Piled,  May  18,  1954; 
8:52  a.  m.] 


[Administrative  Order  T-4311 
South  Dakota 

LOAN  ANNOX7NCEMENT 

April  21,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration : 

Loan  designation:  Amount 

Golden  West  Telephone  Coopera¬ 
tive,  Inc.,  South  Dakota 
608-A_ . *  $746,  000 

‘Simultaneous  allocation  and  loan. 

[seal]  Ancher  Nelsen, 

Administrator. 

[F.  R.  Doc.  64r-3799;  Piled,  May  18.  1954; 
8:52  a.  m.] 


[Administrative  Order  T-432] 
Missouri 

LOAN  ANNOUNCEMENT 

April  21,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 

Loan  designation:  Amount 

East  Ozark  Rural  Telephone  Co., 

Inc.,  Missouri  543-A _ ‘  $194,  000 

‘Simultaneous  allocation  and  loan. 

[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3800;  Piled,  May  18,  1954; 
8:52  a.  m.] 


[Administrative  Order  T-433] 

Maine 

LOAN  ANNOUNCEMENT 

April  21,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Hebron’s  Home  Telephone  Oo., 

Maine  501-C _ _ _ _  $12,000 

[SEAL]  Ancher  Nelsen. 

Administrator, 

[P.  R.  Doc.  54-3801;  Piled,  May  18,  1954* 
8:52  a.  m.] 
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[Administrative  Order  T-434] 
Virginia 

LOAN  ANNOUNCEMENT 


April  21,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Eaectrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation;  Amount 

Scott  Coimty  Telephone  Coopera¬ 
tive,  Virginia  61(>-C _ $170,000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3802;  Piled,  May  18,  1954; 
8:52  a.  m.] 
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[Administrative  Order  T-4351 

Louisiana 

LOAN  ANNOUNCEMENT 

April  21,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Elec¬ 
trification  Administration: 

Loan  designation:  Amount 

East  Ascension  Telephone  Co., 

Inc.,  Louisiana  501-C _ $125,000 

[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3803;  Piled.  May  18.  1954; 
8:52  a.  m.] 


[Administrative  Order  T-4361  H 

Allocation  of  Funds  for  Loans  u 

April  27,  1954.  B 

I  hereby  amend :  || 

(a)  Administrative  Order  No.  T-214,  || 
dated  October  13, 1952,  by  rescinding  the  H 
loan  of  $196,000  therein  made  for  “Poun-  B 
tain  City  Telephone  Company — Wiscon-  fl 
sin  531-A.”  B 

[seal]  Ancher  Nelsen,  fl 

Administrator.  B 

[F.  R.  Dt/C.  54-3804;  Piled.  May  18,  1954;  B 

8:52  a.  m.]  fl 


[Administrative  Order  T-4371 
Texas 

LOAN  ANNOUNCEMENT 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rui^ 
Electrification  Act  of  1936,  as  amended,  a 
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loftD  contract  bearing  the  following  des< 
jgnation  has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin> 
istrator  of  the  Rural  Electrification  Ad¬ 
ministration: 


designation:  Amount 

South  Pialns  Telephone  Coopera¬ 
tive,  Inc.,  Texas  617-C . .  $114,000 


[seal]  Ancher  Nelsen, 

Administrator. 

[F.  R-  Doc-  54-3805;  Piled,  May  18,  1954; 
8:53  a.  m.] 


(Administrative  Order  T-4381 

EIansas 

LOAN  ANNOUNCEMENT 

April  29,  1954. 
Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Cimarron  Valley  Telephone  Asso¬ 
ciation,  Inc.,  Kansas  542-B _ $41, 000 

[SEAL]  J.  K.  O’SHAUGHNESSY, 

Acting  Administrator. 

(F,  R.  Doc.  54-3806;  Filed,  May  18,  1954; 
8:53  a.  m.] 


[Administrative  Order  T-439] 
Kentucky 

LOAN  ANNOUNCEMENT 

April  29,  1954. 
Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 

Loan  designation:  Amount 

Foothills  Rural  Telephone  Cooper¬ 
ative  Corp.,  Inc.,  Kentucky 
522-B _ _ $794,000 

I 

I  [seal]  j.  k.  O’Shaughnessy, 
Acting  Administrator. 

[F.  R.  Doc.  54-3807;  Piled.  May  18,  1954; 
8:53  a.  m.] 

i 


[Administrative  Order  T-440] 

Wyoming 

LOAN  announcement 

April  29,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
fended,  a  loan  contract  bearing  the 
allowing  designation  has  been  signed 
on  behalf  of  the  Government  acting 
trough  the  Administrator  of  the  Rural 
fiiectrification  Administration: 


Loan  designation:  Amount 

TTl-County  Telephone  Associa¬ 
tion,  Inc.,  Wyoming  508-A _ *  $254, 000 

*  Simultaneous  allocation  and  loan. 

[SEAL]  J.  K.  O’Shaughnessy. 

Acting  Administrator. 

[F.  B  J>oc.  54-^608;  Filed,  May  18,  1954; 
8:53  a.  m.] 


[Administrative  Order  T-4411 
Minnesota 

LOAN  ANNOUNCEMENT 

May  6,  1954. 

I'ursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 

Loan  designation:  Amount 

East  Otter  Tall  Telephone  Co., 
Minnesota  563-B _ $301,000 

[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3809;  Filed,  May  18,  1954; 
8:53  a.  m.J 


[Administrative  Order  4529] 

New  Mexico 

LOAN  ANNOUNCEMENT 

April  1,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des¬ 
ignation  has  been  signed  on  behalf  of 
the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

New  Mexico  9W  Curry _ $30,000 


[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc,  54-3819;  Filed.  May  18.  1954; 
8:54  a.  m.] 


[Administrative  Order  4530] 

North  Carolina 

LOAN  ANNOUNCEMENT 

April  1.  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrihcation  Administration: 

Loan  designation:  Amount 

North  Carolina  23  AH  Caldwell..  $100, 000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R,  Doc.  64-3820;  Piled.  May  18,  1954; 
8:54  a.  m.] 


[Administrative  Order  4531] 
Illinois 

LOAN  ANNOUNCEMENT 

April  1,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  sigmed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

lilinols  2S  Wayne _ $700, 000 


[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  54-3821;  Piled.  May  18,  1954; 
8:54  a.  m.] 


[Administrative  Order  4532] 
Washington 

LOAN  ANNOUNCEMENT 

April  6,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Washington  17K  Klickitat  Dis¬ 
trict  Pubiic . $345,000 

[seal]  Fred  H.  Strong. 

Acting  Administrator. 

[P.  R.  Doc.  54-3822;  Piled.  May  18.  1954; 
8:55  a.  m.j 


[Administrative  Order  4533] 
Kentucky 

LOAN  ANNOUNCEMENT 

•  April  6,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

Kentucky  37T  Owen _ $630,  000 


[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[P.  R.  Doc.  54-3823;  Filed.  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4534] 

Ohio 

LOAN  ANNOUNCEMENT 

April  6,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
foUowing  designation  has  been  signed 
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on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Ohio  83U  Huron _ $325,  000 

[seal]  Fred  H.  Strong. 

Acting  Administrator. 

[F.  R.  Doc.  54-3824;  Filed,  May  18,  1954; 
8:56  a.  m.] 


[Administrative  Order  4535] 

North  Carolina 

LOAN  ANNOUNCEMENT 

April  7,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Carolina  lOV  Haywood _ $50, 000 

[seal]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  64-3825;  Piled,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4536] 

Allocation  of  Funds  for  Loans 
April  7,  1954. 

I  hereby  amend; 

(a)  Administrative  Order  No.  627, 
dated  October  8,  1941,  by  reducing  the 
allocation  of  $23,000  therein  made  for 
“North  Dakota  2008S3  Benson"  by  $5,- 
354.49  so  that  the  reduced  allocation 
shall  be'$17,645.51;  and 

(b)  Administrative  Order  No.  2793, 
dated  June  12,  1950,  by  rescinding  the 
loan  of  $10,000  therein  made  for  “North 
Dakota  8T  Benson”. 

[seal]  '  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  64-3826;  Piled,  May  18,  1954; 

8:55  a.  m.] 


[Administrative  Order  4537] 
Allocation  of  Funds  for  Loans 
April  9,  1954. 

I  hereby  amend; 

(a)  Administrative  Order  No.  3340, 
dated  June  14,  1951,  by  rescinding  the 
loan  of  $50,000  therein  made  for  “Vir¬ 
ginia  41U  Prince  William”. 

[seal]  Fred  H.  Strong. 

Acting  Administrator. 

[P.  R.  Doc.  64-3827;  Piled,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4538] 
Allocation  of  Funds  for  Loans 
April  9,  1954. 

I  hereby  amend; 

(a)  Administrative  Order  No.  381, 
dated  August  16.  1939,  by  reducing  the 


allocation  of  $5,000  therein  made  for 
“Ohio  0088W1  Gallia”  by  $3,651  so  that 
the  reduced  allocation  shall  be  $1,349. 

[SEAL]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  54-8828;  PUed,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4539] 
Allocation  of  Funds  for  Loans 
April  9,  1954. 

I  hereby  amend; 

(a)  Administrative  Order  No.  444, 
dated  March  23,  1940,  by  rescinding  the 
allocation  of  $5,000  therein  made  for 
“Indiana  0037W1  Jay”. 

[seal]  Fred  H.  Strong, 

Acting  Administrator.  - 

[F.  R.  Doc.  54-3829;  Filed,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4540] 

North  Dakota 

LOAN  announcement 

April  9,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

North  Dakota  27G  Emmons _ $50,000 

[seal]  Fred  H.  Strong, 

Acting  Administrator. 

[F.  R.  Doc.  54-3830;  Piled,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4541] 
Arkansas 

loan  announcement 

April  13,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifi¬ 
cation  Administration: 

Loan  designation:  Amount 

Arkansas  15W  V7oodrufif _ $1, 130, 000 

[SEAL]  Ancher  Nelsen, 

Administrator. 

[F.  R.  Doc.  54-3831;  Piled,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4543] 
Georgia 

LOAN  ANNOUNCEMENT 

April  13,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 


followii^  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  ^  Amount 

Georgia  68V  Grady - $416,000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3832;  Piled,  May  18,  I954; 
8:55  a.  m.] 


[Administrative  Order  4542] 
Arkansas 

LOAN  ANNOUNCEMENT 

April  13,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Arkansas  28  H  Conway _  120, 000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[F.  R.  Doc.  54-3833;  Piled,  May  18.  1954; 
8:55  a.  m.] 


[Administrative  Order  4544] 
Kentucky 
LOAN  ANNOUNCEMENT 

April  13,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri¬ 
fication  Administration: 


Loan  designation:  Amount 

Kentucky  61D  Carter _ $560,000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  64-3834;  Piled,  May  18,  1954; 
8:55  a.  m.] 


[Administrative  Order  4545] 
Allocation  or  Funds  for  Loans 
April  14,  1954. 

Inasmuch  as  (1)  Eastern  Nebraska 
Public  Power  District  has  transferred 
certain  of  its  properties  and  assets  to 
Butler  County  Rural  Public  Power  Dis¬ 
trict,  and  (2)  Butler  County  Rural  PubUc 

Power  District  has  transferred  certain 
of  its  properties  and  assets  to  Eastern 
Nebraska  Public  Power  District,  and 
Eastern  Nebraska  Public  Power  District 
has.  to  evidence  the  difference  in  value 
of  the  exchanged  properties  and  assets, 
assumed  in  part  the  indebtedness  to 
United  States  of  America,  of  BuUu 
County  Rural  Public  Power  Distrid 
arising  out  of  loans  made  by  United 
States  of  America  pursuant  to  the  Ru^ 
Electrification  Act  of  1936,  as  amended, 
I  hereby  amend: 
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(a>  Administrative  Order  No.  1068, 
dated  May  17,  1946,  by  changing  the 
project  designation  appearing  therein  as 
“Nebraska  59H  Butler  District  Public” 
in  the  amount  of  $255,000  to  read 
“Nebraska  59H  Butler  District  Public” 
in  the  amount  of  $254,079.54  and  “Ne¬ 
braska  44TP2  (Nebraska  59H  Butler  Dis¬ 
trict  Public)”  in  the  amount  of  $920.46. 

[seal]  Ancher  Nelsen, 

Administrator. 

IP.  R.  Doc.  54-3835:  Piled,  May  18,  1954; 

8:55  a.  m.] 


[Administrative  Order  4546] 
ALLOCATION  OF  PUNDS  FOR  LOANS 
April  14,  1954. 

Inasmuch  as  Cass  County  Electric  Co¬ 
operative,  Inc.  has  transferred  certain 
of  its  properties  and  assets  to  Minnkota 
Power  Cooperative,  Inc.,  and  Minnkota 
Power  Cooperative,  Inc.  has  assumed  in 
part  the  indebtedness  to  United  States 
of  America,  of  Cass  County  Electric  Co¬ 
operative,  Inc.,  arising  out  of  loans  made 
by  United  States  of  America  pursuant 
to  the  Rural  Electrification  Act  of  1936, 
as  amended,  I  hereby  amend: 

(a)  Administrative  Order  No.  183, 
dated  January  31,  1938,  by  changing 
the  project  designation  appearing 
therein  as  “North  Dakota  801  IBl  Cass” 
in  the  amount  of  $60,772  to  read  “North 
Dakota  801  IBl  Cass”  in  the  amount  of 
t26,693.20  and  “North  Dakota  20TP3 
(North  Dakota  8011B1  Cass)”  in  the 
amount  of  $34,078.80. 

[SEAL]  Ancher  Nelsen, 

Administrator. 

(P.  R.  Doc.  54-3836:  Piled,  May  18.  1954; 

8:56  a.  m.) 


(Administrative  Order  4547] 
Allocation  of  Funds  for  Loans 

April  14,  1954. 

Inasmuch  as  Minnkota  Power  Cooper¬ 
ative,  Inc.  has  transferred  certain  of  its 
properties  and  assets  to  Wild  Rice  Elec¬ 
tric  Cooperative,  Inc.,  and  Wild  Rice 
Electric  Cooperative,  Inc.  has  assumed  in 
part  the  indebtedness  to  United  States  of 
America,  of  Minnkota  Power  Coopera¬ 
tive,  Inc,,  arising  out  of  loans  made  by 
United  States  of  America  pursuant  to 
the  Rural  Electrification  Act  of  1936,  as 
amended,  I  hereby  amend: 

(a)  Administrative  Order  No.  477, 
dated  July  1, 1940,  as  amended  by  Admin¬ 
istrative  Order  No.  1427,  dated  February 
2.  1948,  and  Administrative  Order  No. 
3576,  dated  January  15,  1952,  by  chang¬ 
ing  the  project  designation  appearing 
therein  as  “North  Dakota  1020G1  Grand 
J^rks”  in  the  amount  of  $793,712.76  to 
read  “North  Dakota  1020G1  Grand 
forks”  in  the  amount  of  $791,150.76  and 
Minnesota  82TP2  (North  Dakota  1020G1 
Grand  Forks)  ”  in  the  amount  of 
t2.562.00. 

fsEAL]  Ancher  Nelsen, 

Administrator. 

IE.  R.  Doc.  54-3837:  Piled,  May  18,  1954; 

8:56  a.  m.] 


[Administrative  Order  4548] 

North  Dakota 
LOAN  announcement 

April  14,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Governm^t  acting  through 
the  Administrator  of  the  Rural  Electri¬ 
fication  Administration: 


Loan  designation;  Amount 

North  Dakota  25K  Morton _ $312,000 


[seal]  Ancher  Nelsen, 

Administrator, 

[P.  R.  Doc.  54-3838:  Piled,  May  18,  1954; 
8:56  a.  m.] 


[Administrative  Order  4549] 
Pennsylvania 

LOAN  ANNOUNCEMENT 

April  15,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation;  Amount 

Pennsylvania  15X  Bradford _ $385,  (KX) 


[seal]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3839:  Piled.  May  18,  1954; 
8:56  a.  m.J 


[Administrative  Order  4550] 
Tennessee 
loan  announcement 

April  15,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Tennessee  24P  Montgomery _ $220, 000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3840:  Piled,  May  18,  1954: 
8:56  a.  m.] 


[Administrative  Order  4551] 
Louisiana 

loan  announcement 

April  15,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

Louisiana  17  V  Claiborne _ _  $80,000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[F.  R.  Doc.  54-3841;  Filed,  May  18,  1954; 
8:56  a.  m.] 


[Administrative  Order  4552] 

South  Carolina 

LOAN  ANNOUNCEMENT 

April  15,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

South  Carolina  29M  Sumter _ $195, 000 


[seal]  Ancher  Nelsen, 

Administrator. 

(F.  R.  Doc.  54-3842;  Piled,  May  18,  1954; 
8:56  a,  m.] 


[Administrative  Order  4553] 
Missouri 

LOAN  ANNOUNCEMENT 

April  15,  1954. 

Pursuant  to  the  •  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri¬ 
fication  Administration: 


Loan  designation;  Amount 

Missouri  68  H  Pulaski _ $900,  000 


[seal]  Ancher  Nelsen, 

Administrator. 

[F.  R.  Doc.  54-3843:  Piled.  May  18,  1954; 
8:56  a.  m.] 


[Administrative  Order  4554] 
Montana 

LOAN  ANNOUNCEMENT 

April  16,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan 'contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation :  Amount 

Montana  lOR  Madison - $440,000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc,  54-3844;  Piled.  May  18,  1954; 
8:57  a.  m.J 


[Administrative  Order  4555] 
Arkansas 

LOAN  ANNOUNCEMENT 

April  20,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
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amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Elec¬ 
trification  Administration: 


Loan  designation:  Amount 

Arkansas  21  AC  Lincoln _ _ _ $50. 000 


[seal]  Amcher  Nelsen. 

Administrator, 

[F.  R.  Doc.  54-3845;  FUed,  May  18.  1954; 
8:57  a.  m.] 


801 1B1< Cass)"  to  read  "North- Dakota 
20TP3  Grand  Forks  (North  Dakota 
and 

(c)  Administrative  Order  No.  4547, 
dated  April  14,  1954,  by  correcting  the 
project  designation  appearing  therein  as 
"Minnesota  82TP2  (North  Dakota 
1020G1  Grand  Porks)"  to  read  “Min¬ 
nesota  82TP2  Becker  (North  Dakota 
1020G1  Grand  Porks)”. 

[SEAL]  *  Amcher  Nelsem, 

Administrator. 


Loan  designation:  Amount 

Iowa  SIP  Cherokee _ — _ $90,ooo 

[SEAL]  Amcher  Nelsen. 

Administrator. 

[F.  R.  Doc.  54-3851;  Filed,  May  18,  1954. 

8:57  a.  m.]  ^ 

[  Administrative  Order  4562] 

Texas 


(Administrative  Order  4556] 
WiSCOMSZM 
LOAN  AMMOX7MCEMEMT 

April  21,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Eaectrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Wisconsin  58P  Price _ _ _ _  $235,000 


[SEAL]  Amcher  Nelsen, 

Administrator. 

[F.  R.  Doc.  54-3846;  Filed,  May  18,  1954; 
8:57  a.  m.] 


(Administrative  Order  4557] 
Minnesota 

LOAN  ANNOUNCEMENT 

April  21,  1954. 

Pursuant  to  the  provisions  of  the  Ru¬ 
ral  Electrification  Act  of  1936,  as  amend¬ 
ed.  a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration : 


Loan  designation:  Amount 

Minnesota  97L  Roseau _ _ _ $65, 000 


[SEAL]  Ancher  Nelsen, 

Administrator. 

(F.  R.  Doc.  54-3847;  Filed,  May  18,  1954; 
8:57  a.  m.] 


(Administrative  Order  4558] 
Allocation  of  Ponds  for  Loans 
April  21,  1954. 

I  hereby  amend: 

(a)  Administrative  Order  No.  4545, 
dated  April  14,  1954,  by  correcting  the 
project  designation  appearing  therein  as 
“Nebraska  44TP2  (Nebraska  59H  Butler 
District  Public)”  to  read  “Nebraska 
44TP2  Eastern  Nebraska  District  Public 
(Nebraska  59H  Butler  District  Public)”; 

(b)  Administrative  Order  No.  4546, 
dated  April  14,  1954,  by  correcting  the 
project  designation  appearing  therein  as 
“North  Dakota  20TP3  (North  Dakota 


[F.  R.  Doc.  54r-3848;  FUed.  May  18,  1954; 
8:57  a.  m.] 


(Administrative  Order  4559] 
Kentucky 

LOAN  ANNOUNCEMENT 

April  27,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

Kentucky  54Z  Wayne - $300,000 


[SEAL]  Amcher  Nelsen, 

Administrator. 

(F  R.  Doc.  54-3849;  FUed,  May  18,  1954; 
8:57  a.  m.] 


(Administrative  Order  4560] 

Indiana 

loam  announcement 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration : 


Loan  designation:  Amount 

Indiana  99N  Spencer _ ._._-$315. 000 


[seal]  Ancher  Nelsen, 

Administrator. 

(F.  R.  Doc.  54r-3850:  Filed,  May  18,  1954; 
8:57  a.  m.] 


(Administrative  Order  4561] 

Iowa 

LOAN  ANNOUNCEMEin: 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


LOAN  ANNOUNCEMENT 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des< 
ignation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 

Loan  designation:  '  Amount 

Texas  76AB  Blanco.......-^ _ $1,080,000 

[SEAL]  Ancher  Nelsen, 

Administrator, 

[F.  R.  Doc.  54-3852;  Piled,  May  18,  1954; 
8:57  a.  xn.] 


(Administrative  Order  4563] 
North  Carolina 

LOAN  AMMOXTNCEMENT 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amend^ 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf 
of  the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 


Loan  designation:  Amount 

North  Carolina  50F  Wayne _ _  $880,000 


[seal]  Ancher  Nelsen, 

Administrator. 

(P.  R.  Doc.  54-3853;  Piled,  May  18,  1954; 
8:57  a.  m.] 


(Administrative  Order  4564] 

Texas 

LOAN  ANNOUNCEMENT 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator*  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

Texas  91R  San  Patricio _ _ _ $390,000 


[SEAL]  Amcher  Nelsen, 

Administrator. 

(P.  R.  Doc.  54-3854;  Piled,  May  18,  1954; 
8:57  a.  m.] 
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[Administrative  Order  4565] 
Wisconsin 

LOAN  ANNOUNCEMENT 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended,  a 
loan  contract  bearing  the  following  des¬ 
ignation  has  been  signed  on  behalf  of  the 
Government  acting  through  the  Admin¬ 
istrator  of  the  Rural  Electrification  Ad¬ 
ministration; 


I/)an  designation :  Amount 

Wisconsin  58R  Price  — — — - $25,  000 


[seal]  Ancher  Nelsen, 

Administrator. 

IP.  R.  Doc.  54-3855;  Piled.  May  18,  1954; 
8:57  a.  m.] 


[Administrative  Order  4566] 
Oklahoma 

LOAN  ANNOUNCEMENT 

April  28,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Crovernment  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

(^lahoma  30  T  Choctaw _ $1. 235, 000 


[seal]  Fred  H.  Strong, 

Acting  Administrator. 

{P.  R.  Doc.  54-3856;  Piled.  May  18,  1954; 
8:57  a.  m.] 


[Administrative  Order  4587] 
Michigan 

LOAN  ANNOUNCEMENT 

April  29,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 


Loan  designation:  Amount 

Michigan  43L  Chippewa _ $1,360,000 


[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

[P.  R.  Doc.  54-3857;  Piled.  May  18,  1954; 
8:58  a.  m.] 


(Administrative  Order  4568] 
Arkansas 

LOAN  ANNOUNCEMENT 

April  29,  1954. 

Pursuant  to  the  provisions  of  the 
Rural  EUectrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Elec- 
trificatioi)  Administration: 


Loan  designation:  Amount 

Arkansas  31  T  Ashley _ $50, 000 


[seal]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

[P.  R.  Doc.  54-3858;  Piled,  May  18,  1954; 
8:58  a.  m.] 


[Administrative  Order  4569] 

Georgia 

LOAN  ANNOUNCEMENT 

April  29,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

Georgia  98F  Randolph _ $115,000 


[seal]  j.  K.  O’Shaughnessy, 
Acting  Administrator. 

[P.  R.  Doc.  54-3859;  Piled,  May  18,  1954; 
8:58  a.  m.] 


[Administrative  Order  4570] 
Montana 

LOAN  announcement 

April  29,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the  Ad¬ 
ministrator  of  the  Rural  Electrification 
Administration: 


Loan  designation:  Amount 

Montana  25  K  Sheridan - $75, 000 


[SEAL]  J.  K.  O’Shaughnessy, 

Acting  Administrator. 

[F.  R.  Doc.  54-3860;  Filed,  May  18,  1954; 
8:58  a.  m.] 


(Administrative  Order  4571] 

South  Carolina 
LOAN  announcement 

April  29.  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed  on 
behalf  of  the  Government  acting  through 
the  Administrator  of  the  Rural  Electri¬ 
fication  Administration: 

Loan  designation:  Amount 

South  Carolina  13M  Greenwood 
District  Public _ $565,  000 

[seal]  j.  K.  O’Shaughnessy, 
Acting  Administrator. 

[F.  R.  Doc.  54-3861;  Piled,  May  18,  1954; 
8:58  a.  m.] 


[Administrative  Order  4572] 

South  Carolina 

LOAN  ANNOUNCEMENT 

April  29,  1954. 

Pursuant  to  the  provisions  of  the  Rural 
Electrification  Act  of  1936,  as  amended, 
a  loan  contract  bearing  the  following 
designation  has  been  signed  on  behalf  of 
the  Government  acting  through  the 
Administrator  of  the  Rural  Electrifica¬ 
tion  Administration: 

Loan  designation :  Amount 

South  Carolina  358  Abbeville $125, 000 

[seal]  j.  K.  O’Shaughnessy, 

Acting  Administrator. 

[F.  R.  Doc.  54-3862;  Piled.  May  18.  1954; 
8:58  a.  m.] 


[Administrative  Order  4573] 
Virginia 

LOAN  ANNOUNCEMENT 

April  30.  1954. 

Pursuant  to  the  provisions  of  the 
Rural  Electrification  Act  of  1936,  as 
amended,  a  loan  contract  bearing  the 
following  designation  has  been  signed 
on  behalf  of  the  Government  acting 
through  the  Administrator  of  the  Rural 
Electrification  Administration: 

Loan  designation:  Amount 

Virginia  31AA  Mecklenburg - $967,000 

[SEAL]  Ancher  Nelsen, 

Administrator. 

[P.  R.  Doc.  54-3863;  Piled,  May  18.  1954; 
8:58  a.  m.j 


! 


